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ORGANIZATION  OF  THE  STATE  BOARD  OF  HEALTH.* 


The  State  Board  of  Health  is  composed  of  five  physicians  appointed 
by  the  Governor.  The  Board  is  required  to  meet  in  regular  semi-annual 
session  at  Helena,  and  at  such  other  times  and  places  as  may  be  neces- 
sary. It  organizes  by  the  selection  of  a  President,  a  Vice-President  and 
a  Secretary.  The  Secretary  is  the  sanitary  advisor  and  executive  officer 
of  the  Board,  and  is  State  Health  Officer.  His  duties  are  specified  by 
law  (Sec.  2447^  Revised  Codes  of  Montana,  1921.  He  supervises  the 
work  of  all  divisions.  The  Board  has  full  power  in  the  selection  and 
discharge  of  all  of  its  employees.  It  is  authorized  to  supplement  the 
State  Public  Health  law  by  the  passage  of  such  regulations  as  may  be 
necessary,  not  inconsistent  with  law.  Other  general  duties  of  the  Board 
are  specified  in  Section  2448. 

The  Board  has  systematized  its  work  by  the  creation  of  various 
divisions,  each  with  its  own  particular  duties  to  perform.  The  follow- 
ing summarizes  the  work  of  each: 

BUREAU  OF  VITAL  STATISTICS. 

The  first  duty  of  any  health  board  is  to  know  of  the  amount  and 
manner  of  the  accretions  and  losses  of  the  population  within  its  juris- 
diction. For  this  purpose  it  must  maintain  full  and  accurate  records  of 
all  births  and  deaths.  By  law  the  Secretary  of  the  State  Board  of  Health 
is  also  the  State  Registrar  of  Births  and  Deaths.  He  is  required  to 
supervise  the  work  of  local  registrars,  to  make  such  rules  and  regula- 
tions as  may  be  necessary  to  administer  the  Act,  to  prescribe  and  to 
furnish  such  forms  and  blanks  as  may  be  necessary,  and  to  maintain  a 
system  of  indexing  and  filing  for  permanent  record.  All  inquiries  and 
correspondence  pertaining  to  births  and  deaths  should  be  addressed  to 
this  division  or  to  the  State  Registrar,  Helena. 

HYGIENIC  LABORATORY 

This  is  in  charge  of  a  director  who  is  a  highly  qualified  bacteriologist. 
The  purpose  of  the  laboratory  is  essentially  that  of  assisting  physicians 
and  health  officers  in  the  diagnosis  of  communicable  diseases.  Any 
resident  of  the  State  of  Montana,  may,  through  his  physician,  secure 
the  services  of  this  laboratory  free  of  charge.  The  laboratory  does  not 
engage  commercially  in  the  manufacture  of  vaccines  and  serums.  It  is 
located  in  the  State  Board  of  Health  Building  at  Helena,  and  all  com- 
munications to  this  division  should  be  addressed  to  the  Director  of  the 
Hygienic  Laboratory,  Helena,  Montana. 

DIVISION  OF  FOOD  AND  DRUGS  AND  HOTEL  INSPECTION. 

The  Food  and  Drugs  Division  supervises  the  enforcement  of  Chapter 
199,  Revised  Codes  of  Montana,  1921,  known  as  the  Pure  Food  and 
Drugs  Act,  pertaining  to  the  adulteration,  misbranding,  unlawful  manu- 
facture or  sale  of  foods  (except  dairy  products)  and  drugs.  The  State 
Hotel  Law  is  also  enforced  by  this  Division.  These  laws  and  rules  and 
regulations  promulgated  under  the  laws,  are  issued  in  separate  pamphlet 
forms.  The  food  and  drug  laboratories  are  maintained  in  the  State 
Board  of  Health  Building  in  Helena.  All  correspondence  concerning 
foods,  drugs  or  hotel  inspection  work  should  be  addressed  to  the  Director 
of  the  Food  and  Drugs  Division,  Helena,  Montana. 

DIVISION  OF  WATER  AND  SEWAGE. 

This  division  has  general  supervision  of  all  public  water  supplies  and 
sewage  disposal  systems  throughout  the  State  and  offers  advice  in  all 
projects  where  water  analyses  are  necessary  or  desirable.  Laboratories 
for  bacteriological  and  chemical  analyses  are  maintained  in  the  State 
Board  of  Health  Building  at  Helena. 


*The  State  Board  of  Health  was  created  March  15,  1901 ;  reorganized  March,  1907, 
and  again  March,  1919. 


Plans  for  all  public  water  supplies,  purification  plants  or  sewage 
systems  must  have  the  approval  of  the  Secretary  of  the  State  Board 
of  Health.  This  is  true  also  of  public  school  buildings  in  regard  to  light- 
ing, heating,  ventilation  and  sanitation. 

Tourist  camp  and  public  bath  sanitation  comes  under  the  jurisdiction 
of  this  division.  Correspondence  should  be  addressed  to  the  Director  of 
the  Division  of  Water  and  Sewage,  State  Board  of  Health,  Helena, 
Montana. 

DIVISION  OF  CHILD  WELFARE 

The  Division  of  Child  Welfare  was  created  in  1917.  The  work  of 
this  Division  includes  measures  for  the  prevention  of  infant  mortality 
including  prenatal  care  and  the  furtherance  of  all  hygienic  and  educa- 
tional measures  for  the  betterment  of  child  health.  It  is  also  charged 
with  general  supervisory  powers  over  all  county,  school  and  public 
health  nurses.  Since  1922  this  Division  has  been  carrying  on  its  work 
in  co-operation  with  the  Children's  Bureau,  U.  S.  Department  of  Labor, 
under  the  provisions  of  the  Federal  Maternity  and  Infancy  Act.  Since 
1925  there  has  been  made  available  by  the  state  legislature  a  small  sum 
of  money  for  school  work  supplementary  to  the  Maternity  and  Infancy 
program.  Close  co-operation  is  maintained  between  this  office  and  all 
other  state  child  welfare  and  educational  agencies  as  well  as  voluntary 
organizations,  particularly  the  Montana  Tuberculosis  Association.  A 
certain  amount  of  social  hygiene  educational  work  is  also  carried  on 
under  the  auspices  of  this  Division.  Correspondence  should  be  addressed 
to  the  Director  of  the  Division  at  Helena. 

DIVISION  OF  COMMUNICABLE  DISEASE. 

This  Division  was  created  under  the  provisions  of  Chapter  76,  Ses- 
sion Laws  of  1919,  which  authorizes  the  employment  of  an  Epidemio- 
logist. Its  duties  include  the  study  of  the  prevalence  of  communicable 
disease,  co-operation  with  the  local  and  county  boards  of  health  in 
diagnosis  and  the  institution  of  measures  to  prevent  the  spread  of  in- 
fections, and  general  sanitary  supervision. 

All  matters  pertaining  to  the  reporting,  quarantine  or  isolation  of 
any  communicable  disease  should  be  addressed  to  the  Secretary  of  the 
State  Board  of  Health,  Helena,  Montana. 

DIVISION  OF  ADMINISTRATION,  PUBLICITY  AND  EDUCATION. 

This  work  is  under  the  direct  supervision  of  the  Secretary,  who  is 
responsible  for  the  work  of  all  the  Divisions,  and  the  issuance  of  special 
and  regular  bulletins  on  health  matters,  and  who,  in  many  instances, 
acts  as  a  buffer  between  the  directors  of  the  other  Divisions  and 
trouble. 

WHAT  THE  HEALTH  OFFICER  CAN  DO. 
With  Proper  Funds,  Facilities,  Inclination  and  Energy. 

1.  Maintain  constant  sanitary  supervision  over  all  cities  and  towns 
in  his  district.  This  includes,  food  and  drug  inspection  and  should  in- 
clude laboratory  facilities. 

2.  Maintain  quarantine  supervision  and  control  of  communicable 
disease;  seeing  that  all  cases  are  promptly  reported  and  contacts  are 
isolated,  that  the  source  of  all  infections  is  traced  and  means  instituted 
to  prevent  the  further  spread  of  infection.  That  all  persons  shall  be  in- 
structed and  methods  inaugurated  whereby  they  may  be  made  immune 
from  typhoid  fever  and  smallpox  by  vaccination,  and  means  taken  to 
immunize  children  against  diphtheria. 

3.  Institute  a  system  of  physical  inspection  of  school  children,  see 
that  all  school  buildings  undergo  constant  sanitary  supervision,  and  be 
able  to  advise  boards  of  education  at  all  times  in  regard  to  heating, 
lighting  and  ventilation,  etc.,  of  buildings. 
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4.  Promote  the  employment  of  public  health  nurses  by  schools, 
cities  or  counties  to  aid  him  in  all  his  activities. 

5.  Aid  in  the  reduction  of  infant  mortality  by  promoting  clinics 
and  stations  where  mothers  may  secure  advice  and  instruction  in  pre- 
natal care  and  in  the  feeding-  and  care  of  babies. 

6.  Promote  diagnostic  clinics  for  the  early  detection  of  tubercu- 
losis, and  see  that  all  cases  are  placed  under  proper  treatment,  either 
under  care  and  instruction  of  physicians,  or  in  indigent  cases  under 
municipal,  county  or  state  sanatorium  care.  District  sanatoria  should 
be  encouraged. 

7.  Promote  clinics  for  early  diagnosis  of  venereal  disease  and  see 
that  all  cases  receive  proper  instructions,  care  and  treatment,  either 
by  private  physicians,  or  in  the  cases  of  the  wilfully  careless,  ignorant 
or  indigent,  that  such  care  be  given  at  public  expense,  if  necessary 
under  detention  or  quarantine. 

8.  Render  regular  periodical  reports  to  the  people  in  his  district 
as  to  sanitary  and  health  conditions  and  maintain  a  system  of  records, 
surveys,  etc. 

9.  Promote  the  general  health  and  longevity  of  the  people  of  his 
district  by  literature,  papers,  bulletins,  lectures,  displays  and  other 
educational  methods. 

DUTIES  AND  POWERS  OF  COUNTY  AND  LOCAL 
HEALTH  BOARDS. 

The  following  instructions  are  published  by  the  State  Board  of 
Health  for  the  jDurpose  of  acquainting  local  and  county  boards  with  the 
nature  and  extent  of  their  duties  and  authority,  and  to  define  their  re- 
lation to  the  state  board,  that  there  may  be  substantial  uniformity  in  the 
administration  of  the  health  laws  of  the  state.  In  every  county  and  city 
of  the  state  there  exists  a  board  of  health. 

The  responsibility,  in  the  case  of  disease,  is  with  these  county  and 
local  boards.  It  was  not  the  intention  to  create  boards  of  health  for 
a  merely  nominal  existence;  they  have  duties  and  responsibilities  from 
both  a  legal  and  moral  standpoint. 

The  boards  thus  created  are  subordinate  to  the  state  board.  Under 
authority  granted  it  by  law,  the  State  Board  of  Health  has  prepared 
rules  and  regulations  for  preventing  the  spread  of  contagious  disease, 
which  rules  and  regulations  have  the  force  and  effect  of  a  law.  The 
local  and  county  boards  of  health  may  formulate  and  adopt  such  addi- 
tional rules  and  regulations  as  may  be  necessary  to  meet  special  condi- 
tions in  their  respective  counties.    All  rules  must  be  duly  published. 

INSTRUCTIONS  AND  SUGGESTIONS  TO  COUNTY  AND 
LOCAL  HEALTH  OFFICERS. 

It  is  required  by  law,  under  certain  prescribed  penalties,  that  upon 
appointment  of  a  health  officer  he  shall  report  the  fact,  with  his  post- 
office  address,  to  the  State  Board  of  Health,  and  that  he  shall  there- 
after perform  such  duties  required  by  the  laws  of  the  state,  the  rules 
and  regulations  of  the  State  Board  of  Health,  and  by  his  local  board 
of  health.  He  must  promptly  supply  all  physicians  and  other  rightful 
persons  with  report  forms  provided  hy  the  State  Board  of  Health.  He 
shall  receive,  record  in  books  provided  for  that  purpose  and  transmit 
to  the  State  Board  of  Health,  all  returns  of  communicable  diseases  re- 
ported by  physicians  or  other  persons  within  his  jurisdiction.  He  shall 
transmit  to  the  State  Board  of  Health  copies  of  all  reports  and  pub- 
lications of  his  board  and  such  sanitary  information  as  might  be  useful 
to  the  people  of  the  state. 

The  law  constitutes  the  county  and  local  health  officers  the  medium 
of  communication  between  all  county  and  local  boards  of  health  within 
their  respective  counties  or  cities  and  the  State  Board  of  Health. 

The  health  officer  is  a  member  of  the  board  of  health  of  his  county 
or  city  by  virtue  of  his  office.    He  should,  also,  be  its  secretary,  sani- 
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tary  adviser,  and  executive  officer.  He  has  certain  powers  conferred 
on  him  by  statute;  in  addition  to  this,  the  State  Board  of  Health  has 
attempted  to  make  rules  and  reg-ulations  which  will  meet  the  general 
conditions  as  they  may  arise.  It  is  the  duty  of  the  county  or  local 
health  officer  to  see  that  these  rules  and  regulations  are  strictly  en- 
forced within  his  jurisdiction.  The  county  or  local  board  of  health  has 
authority  by  resolution  and  orders  to  grant  the  health  officer  addi- 
tional powers,  and  they  should  enact  such  resolutions  as  to  empower  the 
health  officer  to  take  such  action  as  may  be  deemed  necessary  to  meet 
emergencies  as  they  may  arise. 

As  the  sanitary  adviser  of  his  board,  the  county  or  local  health  of- 
ficer will  have  influence  in  determining  the  action  of  the  board  in  pro- 
portion to  his  knowledge  of  sanitary  science  and  his  honest  effort  for 
the  promotion  of  the  public  health.  He  should  make  himself  thoroughly 
acquainted  with  the  health  laws  of  the  state  and  the  rules  and  regula- 
tions of  the  State  Board  of  Health.  With  this  knowledge,  if  he  be  a 
trained  physician,  he  will  be  equipped  for  service. 

The  reports  of  the  health  officer  are  a  part  of  the  records  of  the 
state  board,  to  be  kept  for  future  reference  and  comparison  with  fu- 
ture conditions  which  will  arise  respecting  their  localities.  This  fact 
should  stimulate  him  to  contribute  all  that  is  possible  to  be  obtained 
upon  the  subjects  presented. 

The  following  are  suggested  as  the  health  officer's  most  important 
duties : 

It  is  the  duty  of  every  county  and  local  health  officer  to  forward 
to  the  State  Board  of  Health  at  the  end  of  each  week  all  returns  of 
communicable  diseases  received  by  him  from  physicians,  householders, 
etc.,  in  his  county  or  city  during  the  week.  It  is  his  duty  to  see  that 
the  law  relative  to  reporting  communicable  diseases,  both  by  physicians 
and  householders,  is  strictly  enforced. 

To  order  and  enforce  the  prompt  and  thorough  isolation,  in  accord- 
ance with  the  rules  and  regulations  of  the  State  Board  of  Health,  of 
those  sick  or  infected  with  infectious  or  contagious  disease.  The  key- 
note of  safety  in  such  cases  is  the  complete  separation  of  the  sick  from 
the  well. 

To  strictly  enforce  the  provisions  of  the  law  with  regard  to  the 
prompt  reporting  of  communicable  diseases  or  those  suspected  of  suf- 
fering from  communicable  diseases,  both  by  physicians  and  household- 
ers within  his  jurisdiction. 

To  order  the  prompt  vaccination  or  isolation  of  persons  who  have 
been  exposed  to  smallpox. 

To  see  that  no  person  suffers  for  lack  of  nurses,  or  other  neces- 
saries, because  of  isolation  for  the  public  good. 

To  give  public  notice  of  infected  places,  by  placard  on  the  prem- 
ises, and  otherwise  if  necessary;  and  to  disseminate  the  rules  for  disin- 
fection and  quarantine,  and  see  that  disinfection  is  thoroughly  carried 
out  at  the  expiration  of  the  period  of  quarantine. 

To  promptly  notify  teachers  or  superintendents  of  schools  concern- 
ing families  in  which  are  contagious  diseases;  to  exercise  especial  hygi- 
enic supervision  over  the  schools  and  schoolhouses  within  his  jurisdic- 
tion. 

To  supervise  funerals  of  persons  dead  from  scarlet  fever,  diphtheria, 
smallpox  or  other  communicable  diseases  which  endanger  the  public 
health,* 

To  enforce  the  laws  for  the  control  of  venereal  disease,  and  to  main- 
tain such  supervision  over  all  persons  afflicted  with  venereal  disease  in 


*Under  the  Vital  Statistics  Registration  Act,  local  health  officers  are  also  required 
to  act  as  local  registrars  of  births  and  deaths.  Special  detailed  instructions  in  regard 
to  such  registration  duties  are  sent  at  time  of  appointment  or  upon  application.  Local 
Registrars  should  devote  especial  study  to  Part  VIII  of  the  Rules  and  Regulations. 
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accordance  with  laws,  rules  and  regulations,  as  will  insure  their  under- 
going treatment  and  freedom  from  infection. 

To  be  vigilant  as  to  violations  of  the  law  governing  the  sale  or  ex- 
posure for  sale  of  adulterated  or  unwholesome  articles  intended  for  food 
or  medicine;  milk  products  suspected  of  being  responsible  for  the  spread 
of  communicable  disease  should  especially  receive  his  attention. 

To  make  inspections  of  all  places  where  food  or  drugs  are  manu- 
factured or  sold,  and  to  collect  samples  or  original  packages  or  broken 
packages  of  food  and  drugs,  on  request  of  the  State  Board  of  Health. 

To  make  a  monthly  sanitary  inspection  of  each  meat  market, 
slaughter  house,  public  eating  place,  bakery,  confectionery,  grocery 
store,  soda  fountain,  ice  cream  parlor,  soft  drink  establishment  and 
every  other  place  where  food  or  food  products  are  handled  for  sale  or 
shipment,  sold  or  offered  for  sale,  within  his  jurisdiction. 

To  make  an  annual  inspection  of  all  hotels  in  his  territory. 

All  these  reports  are  to  be  forwarded  to  the  State  Board  of  Health 
where  they  are  closely  inspected,  so  that  where  violations  of  the  law 
or  regulations  appear  such  violations  may  be  followed  up  by  the  State 
Inspector. 

To  investigate  conditions  that  may  constitute  nuisances  prejudicial 
to  health,  and  to  take  all  necessary  measures  for  the  abatement  of  such 
nuisances. 

To  investigate  the  water  supply,  both  private  and  public,  and  when 
in  his  opinion  any  water  supply  is  polluted  or  subject  to  pollution  by 
sewage  or  other  contamination  so  as  to  render  it  dangerous  to  the 
health  of  those  who  may  use  such  water,  he  shall  notify  thos'e  endan- 
gered of  such  conditions  and  shall  send  samples  of  such  water  to  the 
state  water  and  sewage  laboratory  at  Helena  for  examination,  t 

To  have  sanitary  control  of  all  public  buildings  within  his  jurisdic- 
tion and  to  see  that  the  rules  of  the  State  Board  of  Health  in  regard 
to  these  are  executed. 

To  inspect  all  schoolhouses  and  to  see  that  all  privy  vaults,  urinals 
and  sources  of  water  supply  are  in  a  safe  and  sanitary  condition. 

All  books,  reports  and  papers  of  an  official  character  in  the  hands 
of  the  county  or  local  health  officer  are  the  property  of  the  state,  and 
all  such  property  in  the  hands  of  such,  county  or  local  health  officer 
must  be  turned  over  at  the  expiration  of  his  term  of  office  to  his  suc- 
cessor in  office. 

Since  communicable  disease  recognizes  no  g:eographical  limits  county 
health  officers  are  urged  to  maintain  cordial  relations  and  close  com- 
munication with  all  local  health  officers  within  their  respective  counties 
and  thus  guard  against  the  spread  of  disease  to  and  from  rural  areas. 
Mutual  co-operation  and  the  elimination  of  personal  or  professional 
jealousies  are  essential  to  public  welfare.  Close  harmony  between 
public  officials,  as  between  musicians,  promotes  popularity. 

No  physician  should  consider  accepting  the  position  of  county  or 
local  health  officer  without  carefully  reading  the  laws,  rules  and  regu- 
lations pertaining  to  his  duty,  which  are  submitted  herewith.  To  do  so 
would  be  equivalent  to  attempting  treatment  of  a  patient  without  know- 
ing, not  only  the  disease,  but  even  without  knowing  the  symptoms 
the  patient  may  present.  Until  one  is  acquainted  with  the  duties  of  a 
health  officer,  the  acceptance  of  such  office  is  equivalent  to  a  "leap  in 
the  dark,"  to  say  the  least. 


fThe  laboratory  rule  is  that  no  water  analyses  pertaining  to  public  health  will  be 
made  except  upon  recommendation  of  the  health  officer,  and  except  that  samples  be 
taken  by  or  under  his  direction.  Careful  sanitary  survey  as  recommended  in  Special 
Bulletin  No.  20  (Farm  Water  Supply)  will  often  obviate  necessity  of  analysis.  Sam- 
ples for  routine  examinations  of  municipal  and  railway  water  supplies  are  usually  sent 
by  superintendents  or  others  in  charge  of  operation,  thus  relieving  health  officers  of  this 
item  of  work. 


LAWS  RELATING  TO  PUBLIC  HEALTH. 


Creation  of  Montana  State  Board  of  Health. 

Revised  Codes  of  Montana  1921,  Political  Code  Part  III,  Chapter  192. 

Section  2444.  There  is  hereby  created  and  established  a  board  to  be 
known  under  the  name  and  style  of  the  "State  Board  of  Health  of 
Montana";  said  board  shall  be  composed  of  five  members  all  of  whom 
shall  be  experienced  physicians,  legally  authorized  to  practice  medicine 
and  surgery  in  the  State  of  Montana,  to  be  appointed  by  the  Governor 
from  a  list  of  not  less  than  ten  names  submitted  therefor  by  the  Mon- 
tana Medical  Association. 

Section  2445.  The  Governor  shall  within  thirty  days  after  the  pas- 
sage and  approval  of  this  Act  appoint  five  members  who  shall  possess 
the  qualifications  specified  in  Section  I,  to  constitute  the  members  of 
said  board.  Said  members  shall  be  so  classified  by  the  Governor  that  the 
term  of  office  of  one  shall  expire  in  one  year,  one  in  two  years,  one  in 
three  years,  one  in  four  years,  and  one  in  five  years.  Annually  there- 
after the  Governor  shall  appoint  one  member  who  shall  possess  the 
qualifications  specified  in  Section  I,  from  a  list  of  not  less  than  five 
names  submitted  by  the  Montana  Medical  Association,  to  serve  for  a 
period  of  five  years.  That  all  vacancies  in  said  board  caused  by  death 
or  otherwise  shall  be  filled  by  appointment  by  the  Governor  from  a  list 
of  not  less  than  five  names  submitted  by  said  Montana  Medical  As- 
sociation. 

Section  2446.  At  the  first  meeting  of  the  State  Board  of  Health,  or 
as  soon  thereafter  as  a  suitable  and  competent  person  can  be  secured, 
the  board  shall  elect  a  secretary,  who  shall  be  an  educated  physician, 
experienced  in  sanitary  science  and  qualified  to  practice  medicine  in 
the  State  of  Montana,  who  by  virtue  of  such  election  shall  be  the  ex- 
ecutive officer  and  the  State  Health  Officer.  The  secretary  so  elected 
shall  receive  in  monthly  payments  an  annual  salary  of  Five  Thousand 
Dollars  ($5,000.00)  to  be  paid  out  of  the  general  fund  of  the  state.  The 
board  may  elect  one  of  its  own  number  secretary,  in  which  case  the 
Governor  shall  appoint  another  member  to  complete  the  full  number  of 
the  said  board. 

Section  2447.  Duties  of  Secretary. — The  secretary  shall  hold  office 
for  four  years,  but  he  may  be  removed  for  cause  at  any  duly  organized 
meeting  of  the  board  upon  a  majority  vote  of  the  members  present;  he 
shall  perform  all  the  duties  required  by  law  or  by  the  rules  and  regula- 
tions of  the  board;  he  shall  keep  a  record  of  the  transactions  of  the 
board,  and  shall  have  custody  of  the  books,  records,  documents  and  other 
property  belonging  to  the  board;  he  shall  as  far  as  practical,  communi- 
cate with  other  state  boards  of  health  and  with  local  and  county  boards 
of  health  within  the  state;  he  shall  keep  on  file  all  reports  received  from 
such  locg,l  and  county  boards  of  health  and  all  correspondence  of  the  of- 
fice appertaining  to  the  business  of  the  board.  He  shail  prepare  blank 
forms  of  return  and  such  instructions  as  shall  be  necessary,  and  forward 
them  to  the  local  and  county  boards  of  health  throughout  the  state;  he 
shall  supervise  the  work  of  all  local  and  county  health  officers,  and  when 
any  local  or  county  health  officer  shall  fail  to  properly  perform  the 
duties  required  of  him,  the  secretary  of  the  State  Board  of  Health  shall 
notify  such  local  or  county  board  of  health,  and  he  may  file  complaint 
against  such  delinquent  health  officer  with  a  justice  of  the  peace,  as  the 
exigencies  of  the  case  may  demand;  he  shall  inspect  the  records  of  each 
local  and  county  health  officer  at  least  once  in  each  year;  he  shall,  when- 
ever requested  by  any  local  or  county  health  officer,  or  when  he  may 
deem  it  necessary,  visit  any  district  to  investigate  the  cause  of  any  ex- 
isting disease  or  sanitary  condition;  he  shall,  through  an  annual  report, 
and  otherwise,  as  the  board  may  direct,  disseminate  such  information  as 
he  may  collect  and  general  instructions  regarding  sanitary  measures 
and  means  of  preventing  the  spread  of  communicable  disease. 
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Section  2448.  Powers  and  Duties  of  Board.— The  State  Board  of 
Health  shall  have  general  supervision  of  the  interests  and  health  and 
life  of  the  citizens  of  the  state.  They  shall  study  the  vital  statistics  of 
the  state  and  endavor  to  make  intelligent  use  of  the  records  of  deaths 
and  sickness  among  the  people;  they  shall  make  sanitary  investigations 
and  inquiries  regarding  the  causes  of  disease  and  especially  communic- 
able diseases  and  epidemics;  the  causes  of  mortality,  and  the  effects  of 
localities,  employments,  conditions,  ingesta,  habits  and  circumstances 
of  the  health  of  the  people;  they  shall  gather  such  information  in  re- 
spect to  all  these  matters  as  they  may  deem  proper  for  diffusion  among 
the  people;  they  shall  make  an  inspection  once  in  each  year,  and  at  such 
other  times  as  they  may  be  directed  to  do  so  by  the  Governor,  of  all 
public  institutions  and  make  a  report  as  to  their  sanitary  conditions,  with 
suggestions  and  recommendations  to  their  respective  boards  of  directors 
or  trustees;  and  it  shall  be  the  duty  of  the  official  in  the  immediate 
charge  of  such  institutions  to  furnish  all  the  facilities  necessary  for  a 
thorough  investigation;  they  shall,  when  requested  or  when  they  shall 
deem  it  best,  advise  officers  of  the  government,  or  other  boards  within 
the  state,  in  regard  to  location,  drainage,  water  supply,  disposal  of 
excreta,  heating  and  ventilation  of  any  public  institution  or  building; 
they  shall  have  general  oversight  and  direction  of  the  enforcement  of 
the  statutes  respecting  the  preservation  of  the  health  and  the  preven- 
tion of  the  spread  of  communicable  diseases;  they  shall  have  general 
supervision  of  the  work  of  local  and  county  boards  of  health,  herein- 
after defined,  and  they  shall,  at  each  session  of  the  legislature,  submit 
through  the  Governor  a  full  report  of  their  investigations  and  such 
suggestions  and  recommendations  as  they  may  deem  proper. 

Section  2449.  Meetings  of  Board. — The  State  Board  of  Health  shall 
meet  semi-annually  at  Helena,  and  at  such  other  times  and  places  as 
they  may  deem  expedient.  Suitable  accommodations  for  the  meetings 
of  said  board  and  office  room  for  the  secretary  shall  be  provided  at 
the  State  Capitol.  A  majority  shall  be  a  quorum  for  the  transaction 
of  business.  They  shall  choose  one  of  their  members  to  be  president 
and  may  adopt  all  necessary  rules  and  by-laws  subject  to  the  provisions 
of  this  Act.  Special  meetings  of  the  board  may  be  called  at  any  time 
by  the  president  through  the  secretary  upon  five  days'  notice  in  writing. 

Section  2450.  Power  to  Make  and  Enforce  Rules  and  Regulations. — 
The  State  Board  of  Health  shall  have  power  to  promulgate  and  enforce 
such  rules  and  regulations  for  the  better  preservation  of  the  public 
health  in  contagious  and  epidemic  diseases  as  it  shall  deem  necessary, 
and  also  regarding  the  causes  and  prevention  of  diseases,  and  their  devel- 
opment and  spread;  and  if  any  person  or  corporation  refuses,  after  notice 
in  writing  from  the  secretary  of  the  State  Board  of  Health,  or  from 
any  local  or  county  board  of  health,  of  such  rules  and  i^igulations  to 
comply  therewith,  within  a  reasonable  time,  he  shall  be  guilty  of  a 
misdemeanor  and,  upon  conviction  thereof,  shall  be  fined  in  a  sum  not 
less  than  ten  nor  more  than  one  hundred  dollars  with  costs  of  prosecu- 
tion; and  it  shall  be  the  duty  of  the  secretary  of  the  State  Board  of 
Health  to  prepare  and  distribute  to  local  boards  of  health,  physicians 
and  other  person  requesting  them,  such  printed  circulars  as  the  board 
may  direct,  and  such  rules  and  regulations  as  the  board  may  promul- 
gate as  aforesaid. 

Section  2451,  Compensation  of  Members  of  Board. — Each  member 
of  the  State  Board  of  Health,  except  the  secretary  and  ex-officio  mem- 
bers shall  receive  the  sum  of  Five  Dollars  ner  day  for  each  day's  at- 
tendance at  the  meetings  of  the  board,  and  his  necessary  traveling  ex- 
penses. The  claims  of  the  members  for  such  per  diem  and  traveling 
expenses  shall  be  presented  to  and  audited  and  allowed  by  the  State 
Board  of  Examiners,  in  the  manner  now  provided  by  law  for  the  al- 
lowance of  similar  claims  of  other  state  officers,  provided  such  ex- 
penses in  the  aggregate  shall  not  exceed  the  annual  sum  of  Two  Thou- 
sand Dollars  ($2,000.00). 
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Section  2452.  Corporations  to  Furnish  Information  When  Requested 
by  Board. — In  order  to  afford  better  advantage  for  obtainino:  knowledge 
to  be  incorporated  with  that  collected  through  special  investigations 
and  other  sources,  all  officers  of  the  state,  the  physician  of  all  incor- 
porated companies,  and  the  president  or  agent  of  any  company  char- 
tered, organized  or  transacting  business  under  the  laws  of  this  state, 
as  far  as  it  is  practical,  shall  furnish  to  the  State  Board  of  Health 
any  information  bearing  upon  public  health  which  may  be  requested  by 
said  board,  for  the  purpose  of  enabling  it  better  to  perform  its  duties 
of  collecting  and  distributing  useful  information  on  this  subject. 

*  Section  2453.  Inspection  and  Regulation  of  Schoolhouses,  Churches 
and  Places  of  Public  Resort. — The  State  Board  of  Health  shall  prepare 
and  issue  to  the  local  and  county  boards  of  health  regulations  for  the 
lighting,  heating  and  ventilating  of  schoolhouses  ,and  shall  cause  sani- 
tary inspection  to  be  made  of  schoolhouses,  churches  and  all  places 
of  public  resort,  in  towns  or  cities  of  one  thousand  or  more  inhabitants, 
and  make  such  regulations  concerning  the  same  as  it  may  deem  neces- 
sary for  the  safety  of  the  persons  who  may  attend  school  or  services 
therein  or  resort  thereto. 

And  all  schoolhouses,  churches  or  public  buildings  hereafter  erected 
in  such  towns  or  cities  shall  conform  to  the  regulations  of  the  State 
Board  of  Health  in  respect  to  all  sanitary  conditions;  and  all  persons, 
corporations  or  committees  intending  to  erect  any  public  building  here- 
inbefore named,  in  towns,  or  cities,  of  one  thousand  or  more  inhabitants, 
shall  submit  plans  thereof,  so  far  as  to  show  the  method  of  heating, 
ventilating,  plumbing  and  sanitary  arrangements  to  the  secretary  of 
the  State  Board  of  Health  and  secure  his  approval  thereof,  or  the  ap- 
proval of  the  State  Board  of  Health  on  appeal  from  the  decision  of  its 
secretary,  before  erecting  said  building,  and  shall  conform  strictly  to  all 
the  requirements  of  the  said  board  in  the  respects  aforesaid,  and  any 
person,  corporation  or  committee  that  shall  erect  any  such  building 
without  such  approval  and  without  complying  with  such  requirements, 
shall  be  guilty  of  a  misdemeanor;  and  shall  also  make  such  building 
conform  to  the  requirements  of  said  board,  before  the  same  shall  be 
used  for  any  of  the  purposes  above  mentioned;  and  any  such  use  of  said 
building  until  such  requirements  have  been  complied  with  shall  be  a 
misdemeanor. 

Section  2454.  Public  Buildings  Found  in  Insanitary  Condition  May 
Be  Declared  a  Public  Nuisance. — When  any  schoolhouse,  church,  the- 
ater or  other  public  building  in  the  state  shall,  on  inspection  by  a  local, 
county  or  state  health  officer,  be  found  to  be  in  such  insanitary  condi- 
tion as  to  endanger  the  health  of  those  who  may  frequent  the  same, 
such  health  officer  shall  give  to  the  owner,  or  those  in  charge  of  such 
building,  notice  to  place  the  same  in  proper  sanitary  condition  in  such 
manner  as  he  shall  direct  and  within  a  reasonable  time,  and  should 
the  owner,  agent  or  other  person  in  charge  of  such  building  fail,  neg- 
lect or  refuse  to  place  said  building  in  proper  sanitary  condition  in  such 
manner  as  shall  be  directed  and  within  the  time  specified  in  said  notice, 
then  such  building  shall  be  deemed  a  public  nuisance  and  the  local  or 
county  health  officer  or  the  secretary  of  the  State  Board  of  Health  shall 
institute  action  against  the  same,  in  the  manner  now  provided  by  law 
for  the  abating  of  a  public  nuisance. 

Section  2455.  Contagious  Disease;  Restriction  of  Travelers. — The 
State  Board  of  Health  shall  have  the  power,  and  it  shall  be  their  duty 
to  issue  and  enforce  reasonable  rules  for  the  restriction  and  prohibition 
of  any  person  or  persons  suffering  from  a  communicable,  infectious  or 
contagious  disease  traveling  on  public  conveyances,  and  shall  issue 
reasonable  rules  and  regulations  for  the  disinfection  of  passenger  cars 
or  any  other  public  conveyance  in  which  any  person  or  persons,  suf- 
fering from  contagious,  infectious  or  communicable  disease,  have  been 
traveling. 

Section  2456.  Rules  and  Regulations  for  Transportation  of  Dead 
Bodies. — The  State  Board  of  Health  shall  make  all  needful  rules  and 
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regulations  for  the  transportation  of  dead  bodies,  and  such  rules  and 
regulations  shall,  so  far  as  shall  be  deemed  practical,  be  in  conformity 
with  similar  rules  and  regulations  now  in  force  in  other  North  Amer- 
ican states  and  provinces,  and  to  this  end  they  may  establish  a  system 
of  licensing  enbalmers  and  undertakers. 

t Section  2457.  Definition  of  the  Term  "Communicable  Disease." — 
The  term  "communicable  disease"  as  used  in  this  Act,  shall  be  under- 
stood to  include  the  following  diseases:  Smallpox,  diphtheria,  mem- 
braneous croup,  so-called,  scarlet  fever,  "spotted"  or  "tick"  fever, 
typhus  fever,  enteric  or  typhoid  fever,  cerebro  spinal  meningitis, 
measles,  whooping  cough,  anterior  poliomyelitis  or  infantile  paralysis, 
and  tuberculosis  and  other  diseases  as  the  State  Board  of  Health  may 
hereafter  designate. 

Section  2458.  Quarantine  Measures. — ^The  State  Board  of  Health,  in 
case  of  danger  of  infection  from  smallpox,  or  any  other  infectious  or 
contagious  disease,  dangerous  to  the  public  health,  may  institute  and 
enforce  such  quarantine  measures  as  it  may  deem  necessary,  and  they 
shall  enforce  such  quarantine  measures  against  any  city  or  county  as 
they  may  deem  necessary  in  order  to  prevent  the  spread  of  dangerous 
infectious  or  contagious  diseases,  and  if  any  person  or  corporation  re- 
fuses or  neglects  to  comply  with  such  quarantine  regulations,  he  shall, 
upon  conviction,  pay  to  the  treasurer  of  the  state  a  fine  of  not  less  than 
Ten  Dollars  nor  more  than  One  Hundred  Dollars. 

Section  2459.  Secretary  Authorized  to  Act  for  State  Board  in  Emer- 
gency Cases. — In  case  of  imminent  danger  from  infectious  or  contagious 
disease,  where  the  health  of  the  people  would  be  endangered  from  the 
delay  of  action  necessary  to  call  a  meeting  of  the  State  Board  of  Health, 
the  secretary  of  the  State  Board  of  Health  shall  have  the  full  power 
of  the  State  Board  of  Health  to  act  in  such  matter  until  such  time  as  a 
meeting  of  the  State  Board  of  Health  may  be  duly  called. 

Section  2460.  Penalties. — Whoever  shall  knowingly  violate  any  of 
the  provisions  of  this  Act,  or  any  rule  or  regulation  of  any  county,  city 
or  state  board  of  health  made  in  accordance  with  the  provisions  of  this 
Act,  the  penalty  for  which  is  not  herein  specifically  provided,  shall  be 
guilty  of  a  misdemeanor. 

Section  2461.  Disposal  of  Indigent  Lepers. — When  a  case  of  leprosy 
occurs  in  an  indigent  person  in  the  state  of  Montana,  it  shall  be  the 
duty  of  the  state  board  of  health,  through  its  secretary,  to  communicate 
with  the  United  States  public  health  service,  for  the  purpose  of  getting 
such  case  admitted  to  the  federal  home  for  lepers  at  Carville,  Louisiana. 
If  it  is  found  that  the  case  can  be  admitted,  the  state  board  of  health 
shall  have  authority,  and  is  empowered,  to  send  the  case  to  such  institu- 
tion at  the  expense  of  the  county  in  which  the  case  occurred  and  such 
case  shall  be  transported  in  accordance  with  the  rules  and  regulations 
of  the  United  States  public  health  service,  relative  to  the  interstate 
transportation  of  lepers. 

Section  2462.  Sewage  System  Must  Be  Approved  by  State  Board  of 
Health. — Whenever  any  city,  town  or  corporation,  or  person  shall  here- 
after contemplate  the  construction  of  any  sewer  system  that  will  empty 
into  any  stream  or  source  of  water  supply  in  this  state,  they  shall  sub- 
mit a  plan  of  such  proposed  system  to  the  State  Board  of  Health  and 
said  board  shall  cause  a  thorough  investigation  to  be  made  and  if  after 
such  an  investigation  they  shall  determine  that  such  sewerage  will  so 
pollute  the  waters  of  any  stream  or  source  of  water  supply  as  to  en- 
danger the  health  of  lives  of  the  citizens  of  this  state,  or  any  of  them, 
they  shall  submit  to  the  judge  of  the  district  court  of  the  district  in 
which  such  proposed  sewerage  system  is  located,  the  evidence  on  which 
their  findings  are  based  and  if  said  judge  upon  that  evidence,  and  such 
other  evidence  as  the  judge  may  receive  on  a  hearing  at  which  all 
parties  in  interest  may  be  heard  and  present  evidence  if  they  desire, 
shall  find  that  the  action  of  the  State  Board  of  Health  is  just  and  un- 
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biased,  he  shall  issue  an  order  preventing  the  construction  of  such 
sewage  system  except  under  such  conditions  as  the  State  Board  of 
Health  may  designate. 

A  city  or  town  may  appeal  to  the  district  court  of  the  county  in 
which  such  city  or  town  may  be  located  from  any  order  of  the  State 
Board  of  Health  affecting  such  city  or  town  at  any  time  within  thirty 
days  after  the  service  on  the  city  or  town  council  of  such  order.  Such 
appeal  may  be  taken  by  filing  notice  thereof  in  such  court  either  be- 
fore or  after  serving  a  copy  of  such  notice  on  any  member  of  the 
State  Board  of  Health.  The  court  may  order  pleadings  to  be  filed  to 
present  the  issues  and  such  case  shall  be  tried  de  novo  the  same  as 
appeal  from  a  justice  court.   (As  amended  1911). 

Section  2464.  Local  Boards  of  Health. — Each  incorporated  city  or 
town  in  the  state  shall  have  a  local  board  of  health,  the  same  being 
designated  in  this  act  as  the  ''Local  Board";  said  local  board  shall  con- 
sist of  three  members  to  be  appointed  by  the  municipal  authorities  of 
the  town  or  city,  and  removable  at  their  pleasure,  one  of  whom  shall 
be  a  physician,  legally  qualified  to  practice  medicine  and  surgery  in 
the  state;  the  board  shall  elect  one  of  its  members  as  secretary;  pro- 
vided, that  any  incorporated  town  of  less  than  five  thousand  inhabit- 
ants, may,  by  written  notice  to  the  State  Board  of  Health,  and  to  the 
county  board  of  health  of  the  county  in  which  said  town  is  located,  place 
itself  under  the  care  of  the  county  board  of  health,  in  which  case  the 
county  health  officer,  as  hereinafter  provided  for,  shall  have  the  same 
authority  within  the  incorporate  limits  of  such  town  as  he  has  in  the 
county  outside  of  corporate  limits;  provided  that  such  incorporated  town 
shall  pay  ail  expenses  incurred  in  enforcing  sanitary  measures  and 
quarantines  within  its  corporate  limits.  If  the  municipal  authorities  of 
any  incorporate  city  or  town  shall  fail  to  appoint  a  board  of  health 
as  required  above,  within  thirty  days  after  having  been  notified  of  such 
requirei^  ent  by  the  secretary  of  the  State  Board  of  Health,  then  the  State 
Board  of  Health  may  appoint  a  health  officer  for  such  town  or  city,  and 
the  health  officer  thus  appointed  by  the  State  Board  of  Health  shall 
have  all  the  powers,  receive  all  the  emoluments  and  perform  all  the 
duties  required  of  a  local  health  officer  appointed  by  the  municipal 
authorities. 

Section  2465.  Salaries  of  Local  Health  Officers. — The  salary  of  each 
local  health  officer  shall  be  determined  by  the  municipal  authorities  of 
the  respective  city  or  town  provided  that  such  salaries  shall  not  exceed 
in  counties  of  the  first,  second  and  third  classes.  Two  Thousand 
($2,000.00)  Dollars  per  annum,  and  in  counties  of  the  fourth  and  fifth 
classes.  Twelve  Hundred  ($1,200.00)  Dollars  per  annum,  and  in  counties 
of  the  sixth,  seventh  and  eighth,  not  to  exceed  Six  Hundred  ($600.00) 
Dollars  per  annum,  and  provided  further,  that  in  all  cases  the  State 
Board  of  Health  shall  have  supervisory  control  over  the  action  of  all 
local,  county,  city  or  district  health  officers,  who  shall  in  all  respects 
be  subject  to  the  direction  of  the  state  board. 

Section  2466.  Meetings  of  Local  Board  of  Health. — Each  local  board 
of  health  shall  hold  regular  quarterly  meetings,  and  such  other  meet- 
ings as  may  be  deemed  expedient. 

The  secretary  shall  keep  accurate  records,  in  a  book  provided  there- 
for, of  the  proceedings  of  such  meetings. 

He  shall  keep  accurate  records  of  all  communicable  diseases  re- 
ported to  him,  and  for  this  purpose  each  local  board  of  health  shall 
provide,  at  the  expense  of  the  city  or  town,  a  book  printed  in  proper 
blank  form  for  the  notation  of  such  facts  and  data  as  may  be  prescribed 
by  the  regulations  of  the  State  Board  of  Health. 

These  records  shall  be  the  property  of  the  city  or  town  and  must  be 
turned  over  by  the  secretary  to  his  successor  in  office. 

Section  2467.  Duties  of  Local  Health  Officer.— The  local  health  of- 
ficer shall  make  sanitary  inspection  whenever  and  wherever  he  has 
reason  to  suspect  that  anything  exists  that  may  be  detrimental  to  the 
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public  health;  he  shall,  as  secretary  of  the  local  board  of  health,  by  a 
written  instrument  under  his  hand,  order  the  destruction,  prevention, 
and  removal,  vi^ithin  a  specified  time,  of  all  nuisances,  sources  of  filth 
or  causes  of  sickness  as  directed  by  the  local  board  of  health,  or  order 
all  public  buildings,  such  as  schoolhouses,  churches,  theaters,  or  other 
places  where  people  congregate  in  considerable  numbers  to  be  closed 
in  time  of  epidemic  or  in  the  face  of  serious  or  unusual  sickness,  which 
in  his  judgment,  and  approval  in  writing  by  the  secretary  of  the  State 
Board  of  Health  and  safety  may  require  the  same,  and  may  forbid  and 
prevent  the  assembling  of  the  people  in  any  place  when  the  public 
health  and  safety  demands  the  same. 

Section  2468.  Penalties  for  Failure  to  Comply  With  Orders  of  Board. 
— If  any  person  or  corporation  shall  neglect  or  refuse  to  comply  with 
any  written  order  of  a  local,  county  or  state  health  officer,  made  and 
promulgated  by  either  of  them  under  this  Act,  within  a  reasonable  time, 
to  be  designated  in  the  notice,  such  person  or  corporation  shall  be  guilty 
of  a  misdemeanor. 

In  case  of  such  neglect  or  refusal  to  comply  with  such  order,  the 
locals  county  or  State  Board  of  Health  may  cause  it  to  be  complied 
with  at  the  expense  of  the  town,  city  or  county,  and  such  expenses 
shall  be  recovered  froni  the  person  or  corporation  whose  legal  duty  it 
was  to  comply  with  such  order,  by  a  civil  action  brought  in  the  name 
of  such  tovm,  city  or  county. 

Section  2469.  Powers  of  Local  Boards  of  Health. — The  local  or 
county  board  of  health  shall  have  power  to  abate  all  nuisances  affecting 
the  public  health,  to  destroy,  prevent  and  remove  all  sources  of  filth 
and  causes  of  sickness  or  disease;  to  guard  against  the  introduction  of 
communicable  diseases  by  the  exercise  of  proper  and  vigilant  medical 
inspection  and  control  of  all  persons  and  things  in  their  respective 
districts,  which,  for  any  reason,  are  liable  to  communicate  contagious 
diseases.  They  shall  also  have  authority  to  establish  and  maintain,  at 
the  expense  of  their  respective  city,  town,  or  county,  isolation  hospitals, 
where  patients  suffering  from  smallpox  or  other  very  dangerous,  con- 
tagious or  infectious  disease  may  be  properly  quarantined  and  cared 
for,  when  in  their  judgment,  they  cannot  be  properly  quarantined  and 
cared  for  elsewhere. 

Section  2470.  Expenses  and  Salary  of  Local  Health  Officer. — All 
necessary  expenses  incurred  by  any  local  board  of  health  and  the  salary 
of  each  local  health  officer,  shall  be  paid  from  the  treasury  of  the  re- 
spective city  or  town,  on  presentation  of  an  itemized  and  verified  ac- 
count; and  all  expense  incurred  by  a  county  board  of  health  in  the  en- 
forcement of  the  provisions  of  this  Act,  shall  be  paid  from  the  general 
fund  of  the  respective  counties,  on  presentation  of  an  itemized  and 
verified  account.  The  city  or  town  shall  be  liable  for  all  expenses  in- 
curred with  reference  to  residents  of  such  city  or  town,  except  paupers, 
and  the  county  shall  be  liable  for  all  expenses  incurred  with  reference 
to  persons  who  are  not  residents  of  such  city  or  town;  provided,  that 
persons  who  are  merely  sojourning  in  such  city  or  town,  or  delayed 
by  the  authorities,  or  transients  therein  or  temporarily  stopping  therein 
without  employment  shall  not  be  deemed  residents  of  such  city  or  town. 
The  county  shall  be  liable  for  all  expenses  necessarily  incurred  by  any 
local  board  of  health  with  respect  to  any  person  not  a  resident  of  the 
city  or  town,  and  the  city  shall  be  liable  for  all  expenses  necessarily 
incurred  by  any  county  board  of  health  with  reference  to  any  person 
except  paupers  who  is  a  resident  of  such  city  or  town.  No  county,  city 
or  town  shall  escape  any  such  liability  for  such  expenses  by  transport- 
ing any  person  infected  with,  or  known  to  have  been  exposed  to,  any 
communicable  disease  to  any  other  county,  city  or  town,  by  persuading 
or  inducing  such  person  to  go  to  such  other  city  or  town,  or  county. 
(This  section  is  given  as  amendment  to  substitute  for  House  Bill  No. 
214,  Eleventh  Legislative  Assembly  of  Montana,  approved  March  8, 
1909.) 
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Section  2471.  Police  Officer  Must  Assist  Health  Officer  When  Re- 
quested.— Any  local,  county  of  state  health  officer  may  call  upon  all 
sheriffs,  constables,  or  other  public  officers,  to  assist  them  in  the  dis- 
charg-e  of  their  duties,  and  if  any  such  officer  so  called  upon,  shall 
neglect  or  refuse  to  render  such  service,  he  shall  be  guilty  of  a  mis- 
demeanor, and  subject  to  removal  from  office. 

Section  2472.  Interference  With  Health  Officer;  Penalty. — Any  per- 
son who  shall  attempt  to  hinder,  or  who  shall  hinder  the  work  of  a 
local,  county  or  state  health  officer,  or  who  shall  remove,  deface  or 
obscure  any  placard  or  notice  posted  under  the  authority  or  by  the 
direction  of  such  officer,  or  who  shall  violate  any  quarantine  regulation 
is  g'uilty  of  a  misdemeanor. 

Section  2473.  County  Boards  of  Health. — There  is  hereby  estab- 
lished in  each  county  a  board  of  health  which  is  designated  in  this 
Act  as  the  "County  Board  of  Health,"  which  shall  consist  of  the  Board 
of  County  Commissioners,  and  one  physician  legally  authorized  to 
practice  medicine  and  surgery  in  this  state,  who  must  be  appointed  by 
the  Board  of  County  Commissioners.  Said  physician,  when  so  appointed 
shall  be  ex-officio  secretary  of  the  county  board  of  health  and  the 
county  health  officer,  and  shall  hold  office  at  the  pleasure  of  the  board. 

The  county  health  officer  shall  have  the  same  powers  and  perform 
the  same  duties  in  the  county  of  his  appointment,  outside  of  the  limits 
of  incorporated  towns  or  cities,  as  are  hereinabove  provided  for  a  local 
health  officer  within  the  corporate  limits  of  a  town  or  city,  and  his 
salary  shall  be  fixed  by  the  Board  of  County  Commissioners,  at  an 
amount  commensurate  to  the  work  devolving  upon  him,  and  when  such 
county  health  officer,  in  the  actual  discharge  of  his  official  duties,  is 
required  to  travel  greater  than  two  miles  from  the  county  seat  of  the 
county  he  represents,  he  shall  receive  his  actual  traveling  expenses. 

Section  2474.  Appointment  of  County  Health  Officer. — Should  any 
Board  of  County  Commissioners  fail,  neglect  or  refuse  to  appoint  a 
county  health  officer,  as  herein  provided,  for  a  period  of  thirty  days 
after  having  been  notified  in  writing  by  the  secretary  of  the  State 
Board  of  Health  so  to  do,  then,  and  in  that  event,  the  State  Board  of 
Health  may  appoint  such  health  officer,  and  he  shall  have  the  same 
powers  and  perform  the  same  duties,  and  receive  the  same  emoluments 
as  though  appointed  by  the  action  of  the  Board  of  County  Commis- 
sioners. 

Section  2475.  Duties  of  County  Boards  of  Health. — Each  county 
board  of  health  shall  hold  regular  quarterly  meetings  immediately  after 
the  adjournment  of  each  regular  quarterly  meeting  of  the  Board  of 
County  Commissioners,  and  at  such  other  times  as  they  may  deem  neces- 
sary, and  may  adopt  all  needful  rules  and  regulations  for  the  govern- 
ment of  their  respective  bodies,  subject  to  the  provisions  of  this  Act; 
they  shall  establish  such  sanitary  rules  and  regulations  for  their  county 
for  the  prevention  of  the  spread  of  disease  as  they  may  deem  necessary, 
provided  that  no  such  rule  shall  conflict  with  the  rules  and  regulations 
of  the  State  Board  of  Health,  and  any  person  who  shall  fail,  neglect  or 
refuse  to  comply  with  such  rules  and  regulations  shall  be  guilty  of  a 
misdemeanor,  and  shall,  on  conviction  be  fined  not  less  than  Ten  Dollars 
and  not  more  than  Fifty  Dollars  for  such  offense. 

Section  2476.  Duty  of  County  Health  Officer.— It  shall  be  the  duty 
of  each  local  and  county  health  officer,  immediately  upon  appointment 
to  transmit  to  the  secretary  of  the  State  Board  of  Health  his  name, 
date  of  appointment,  postoffice  address  together  with  the  names  and 
postoffice  addresses  of  the  members  of  the  board  of  health  of  which 
he  is  secretary.  He  shall  on  or  before  thq  fifth  day  of  each  month 
transmit  to  the  secretary  of  the  State  Board  of  Health,  on  blanks  pro- 
vided therefor,  a  complete  report  of  all  communicable  diseases  reported 
to  him  during  the  previous  month,  giving  all  the  details  regarding  each 
case  as  indicated  by  the  blank  forms  provided  by  the  State  Board  of 
Health. 
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He  shall  on  or  before  the  first  day  of  December  of  each  year,  make 
a  report  to  the  local  or  county  board  of  health  of  which  he  is  secre- 
tary, setting  forth  the  general  sanitary  conditions  within  his  district 
during  the  year  ending  the  last  day  of  November,  and  such  other  in- 
formation as  the  State  Board  of  Health  may  call  for;  and  a  copy  of 
this  report  must  be  transferred  immediately  to  the  secretary  of  the 
State  Board  of  Health. 

Any  local  or  county  health  officer  who  shall  fail,  neglect  or  refuse 
to  make  either  the  above  mentioned  monthly  or  annual  reports,  within 
the  time  specified  in  this  section,  shall  forfeit  the  sum  of  Two  Dollars 
for  each  day  he  is  delinquent,  which  amount  shall  be  deducted  from 
his  salary;  and  the  secretary  of  the  State  Board  of  Health  shall  notify 
the  chairman  of  the  local  or  county  board  of  health  of  the  number  of 
days  its  secretary  is  delinquent. 

Section  2477.  Failure  of  County  Health  Officer  to  Perform  Duty; 
Penalty. — Any  local  or  county  health  officer  who  shall  fail,  neglect  or 
refuse  to  comply  with  any  of  the  requirements  of  this  Act,  or  of  the 
rules  and  regulations  of  the  State  Board  of  Health,  shall  be  subject 
to  a  fine  of  not  more  than  Two  Hundred  Dollars  ($200.00.) 

Section  2478.  Duty  of  Householder  to  Notify  Board  of  Health  of 
Presence  of  Communicable  Disease. — Whenever  any  householder  knows 
or  has  reason  to  believe  that  any  person  within  his  family  or  household 
has  any  communicable  disease,  he  shall  immediately  give  notice  thereof 
to  the  health  officer  of  the  town  or  city  in  which  he  resides,  if  within 
the  corporate  limits  of  a  town  or  city,  or  to  the  county  health  officer  if 
without  the  corporate  limits  of  a  town  or  city;  and  such  notice  shall  be 
given  at  the  office  of  a  local  or  county  health  officer  within  the  shortest 
possible  time  and  by  the  most  direct  means  of  communication. 

Section  2479.  Duty  of  Physicians. — Whenever  any  physician  knows 
that  any  person  whom  he  is  called  upon  to  visit  is  infected  with  any 
communicable  disease,  such  physician  shall  immediately  give  notice  of 
such  disease  to  the  local  health  officer,  if  within  the  corporate  limits 
of  a  town  or  city,  or  to  the  county  health  officer  if  without  the  cor- 
porate limits  of  a  town  or  city. 

Section  2480.  Duty  of  Health  Officer  to  File  Complaint  of  Viola- 
tion of  Act. — It  shall  be  the  duty  of  each  local  or  county  health  officer 
in  the  state,  who  shall  have  knowledge  of  any  violation  of  this  Act 
occurring  within  his  district  to  forthwith  file  a  complaint  with  a  jus- 
tice or  magistrate  having  jurisdiction. 

Section  2481.  Compulsory  Vaccination  of  School  Children. — When- 
ever smallpox  exists  or  is  threatened  in  any  part  of  the  state  the  State 
Board  of  Health  shall  have  authority  to  require  all  persons  frequenting 
any  schoolhouse  within  the  infected  or  threatened  district  to  be  vac- 
cinated or  to  present  evidence  of  a  successful  vaccination  with  cow- 
pox,  and  no  person  shall  be  permitted  to  enter  any  schoolhouse  within 
the  district  included  in  the  order  of  the  State  Board  of  Health,  unless 
such  requirements  are  complied  with. 

Section  2482.  Diseased  Prisoners. — Whenever  any  person  in  any 
jail  shall  be  attacked  with  any  disease  which,  in  the  opinion  of  the  local 
or  county  health  officer,  shall  be  considered  dangerous  to  the  health 
of  the  other  prisoners,  the  health  officer  may,  by  his  order  in  writing, 
direct  the  removal  of  such  person  to  some  hospital  or  other  place  of 
safety,  there  to  be  provided  for  and  securely  kept  so  as  to  prevent  his 
escape  until  his  further  orders,  and  if  such  prisoner  shall  recover  from 
such  disease  he  shall  be  returned  to  such  jail. 

Section  2483.  Same. — If  any  person  removed  from  any  jail  by  any 
health  officer  shall  have  been  committed  by  order  of  any  court  or  under 
any  judicial  process,  the  order  for  his  removal,  or  a  copy  thereof,  at- 
tested by  the  health  officer  issuing  such  order,  shall  be  returned  by  him 
with  the  proceedings  endorsed  thereon,  to  the  office  of  the  clerk  of  the 
district  court  of  the  county,  and  no  prisoner  removed  as  aforesaid  shall 
be  considered  as  thereby  having  committed  an  escape. 
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Section  2484.  Penalties  for  Puttina:  Dead  Animals  Into  Streets, 
Highways,  Etcetera. — If  any  person  or  persons  shall  put  any  dead  ani  • 
mal,  or  part  of  the  carcass  of  any  dead  animal  into  any  lake,  river, 
creek,  pond,  reservoir,  road,  street,  alley,  lot,  field  or  meadow  or  com- 
mon, or  in  any  place  within  one  mile  of  the  residence  of  any  person  or 
persons,  except  the  same  and  every  part  thereof  be  burned,  or  buried 
at  least  two  feet  under  ground,  or  who,  being  the  owner,  shall  know- 
ingly permit  the  same  to  remain  in  any  of  the  aforesaid  places  to  the 
injury  of  the  health,  or  to  the  annoyance  of  the  citizens  of  this  state, 
of  any  of  them,  every  person  so  offending  shall  be  guilty  of  a  misde- 
meanor, and  every  twenty-four  hours  that  said  person  shall  permit  the 
same  to  remain  shall  be  deemed  an  additional  offense  under  the  pro- 
visions of  this  Act. 


MISCELLANEOUS  LAWS. 


Chapter  10  Political  Code  Revised  Codes  of  Montana, 
Section  4465,  Subdivision  5. 

Subdivision  5.  To  provide  for  the  care  and  maintenance  of  the 
indigent  sick,  or  the  otherwise  dependent  poor  of  the  county;  erect  and 
maintain  hospitals  therefor,  or  otherwise  provide  for  the  same;  and  to 
levy  the  necessary  tax  therefor,  per  capita,  not  exceeding  two  dollars, 
and  a  tax  on  property  not  exceeding  one-fifth  of  one  per  cent,  or  either 
of  such  levies  when  both  are  not  required,  and  to  expend  not  to  exceed 
five  per  cent  of  any  such  levy  for  the  collection  of  said  tax  or  any 
part  thereof. 

Chapter  31  Penal  Code  Revised  Codes  of  Montana. 

11144.  — PROHIBITION  AGAINST  A  CERTAIN  CLASS  OF  AD- 
VERTISEMENTS.— No  newspaper  or  other  paper  published  or  circulat- 
ed in  whole  or  in  part  within  the  State  of  Montana,  shall  contain:  Ad- 
vertisements of  cures,  appliances  or  treatments  for  certain  diseases  or 
disorders,  to-wit,  stricture,  syphilis,  impotency,  gonorrhea,  emissions, 
and  so-called  "lost  manhood,"  and  other  private  diseases  of  men  and 
women,  and  their  complications. 

11145.  — DISTRIBUTION  OF  CIRCULARS.— It  is  hereby  made  un- 
lawful to  distribute  any  circulars,  dodgers  or  advertising  matter  what- 
soever advertising  remedies  for  the  cure  of  any  of  the  diseases  menti- 
oned in  Section  11144  of  this  Act.  (Act  approved  March  9,  1907,  2.) 
(10th  Sess.  Chap.  191.) 

11146.  — PENALTIES. — The  person  advertising,  as  well  as  the  pro- 
prietor, editor,  or  any  person  in  charge  of  any  newspaper  or  printing 
establishment,  violating  any  of  the  provisions  of  this  Act  shall  be 
guilty  of  a  misdemeanor  and  shall  be  punished  by  a  fine  of  not  less  than 
Fifty  Dollars  nor  more  than  Five  Hundred  Dollars,  or  by  imprisonment 
in  the  county  jail  for  not  more  than  six  months. 

11147.  — SAME. — Any  person  publishing,  distributing,  or  causing  to 
be  distributed  or  circulated,  any  of  the  advertising  matter  hereinabove 
prohibited,  shall  be  guilty  of  a  misdemeanor  and  punished  as  prescrib- 
ed in  Section  11146  of  this  Act. 

11148.  — PRODUCTION  OF  ADVERTISEMENT  PRIMA  FACIE 
EVIDENCE  OF  GUILT.— The  production  of  any  advertisement  or  ad- 
vertising matter  published  or  distributed  contrary  to  the  provisions  of 
this  Act,  shall  be,  of  itself,  prima  facie  evidence  of  the  guilt  of  the 
person  or  persons  advertising  to  cure  any  such  disease  hereinabove 
mentioned,  or  of  the  publishers  who  publish  any  matter  such  as  is 
herein  prohibited. 
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DEPOSIT  OF  GARBAGE  AND  DEAD  ANIMALS  PROHIBITED. 


Chapter  133  Political  Code  Revised  Codes  of  Montana,  1921. 

Section  1739.  It  shall  be  unlawful  for  any  person  or  persons  to 
dump  or  leave  any  garbage  or  dead  animal  in  or  upon  any  public  high- 
way, road  or  alley  of  this  State,  or  within  200  yards  of  such  public 
highway,  road  or  alley.  Any  person  found  guilty  of  a  violation  of  this 
section  shall  be  fined  in  a  sum  not  exceeding  Twenty-five  Dollars($25.00) , 
or  imprisoned  in  the  county  jail  for  a  period  of  not  exceeding  thrity  days, 
or  be  punished  by  both  such  fine  and  imprisonment,  in  the  discretion 
of  the  Court.    (Chap.  6— Chap.  141— Laws  1915.) 


SCHOOLS. 
Prevention  of  Communicable  Diseases. 
Chapter  84  Political  Code  Revised  Codes  of  Montana,  1921. 

Section  1073.  There  shall  be  taught  in  every  year  in  every  public 
school  of  elementary  grade  in  Montana,  the  principal  modes  by  which 
each  of  the  dangerous  communicable  diseases  spread,  and  the  method 
for  the  restriction  and  prevention  of  each  such  diseases  as  smallpox, 
diphtheria,  scarlet  fever,  measles,  tuberculosis,  chicken  pox,  and  such 
other  diseases  as  may  be  named,  and  attention  called  to  the  same  by  the 
Board  of  Health  of  this  State. 

School  boards  shall  annually  send  to  the  public  school  superintend- 
ents and  teachers  throughout  the  State  printed  data  and  statements 
which  will  enable  them  to  comply  with  the  provisions  of  this  chapter. 

School  boards  are  hereby  required  to  direct  superintendents  and 
teachers  to  give  oral  and  blackboard  instruction,  using  the  data  and 
statements  supplied  by  the  State  Board  of  Health. 

Neglect  or  refusal  on  the  part  of  any  superintendent  or  teacher 
to  comply  with  the  provisions  of  this  chapter  shall  be  considered  a 
sufficient  cause  for  dismissal  from  the  school  by  the  school  board. 

Any  member  of  any  school  board  who  shall  wilfully  neglect  or 
refuse  to  comply  with  any  provisions  of  this  chapter  shall  be  deemed 
guilty  of  a  misdemeanor  and  shall  be  subject  to  punishment  by  a  fine 
not  exceeding  one  hundred  dollars. 


STATE  EPIDEMIOLOGIST. 

Chapter  196  Political  Code  Revised  Codes  of  Montana,  1921. 

Section  2540.  The  State  Board  of  Health  of  Montana  is  hereby 
authorized  and  empowered  to  employ  a  competent  epidemiologist,  who 
shall  be  known  as  the  State  Epidemiologist,  and  shall  have  the  powers 
of  a  deputy  state  health  officer  under  the  direction  of  the  Secretary 
of  the  State  Board  of  Health  of  Montana,  and  be  subject  to  the  control 
of  said  board. 

Section  2541.  The  duties  of  the  State  Epidemiologist  shall  be  to 
study  the  causes  and  prevalence  of  diseases  in  the  State  of  Montana, 
to  take  proper  steps  to  check  such  diseases,  and  to  assist  the  local 
and  county  health  officers  in  the  suppression  of  these  diseases  and 
perform  such  other  duties  as  the  State  Board  of  Health  may  direct. 

Section  2542.  The  State  Epidemiologist  shall  be  a  regularly  qualifi- 
ed physician  and  surgeon  and  shall  hold  office  at  the  discretion  of  the 
State  Board  of  Health  of  Montana;  he  shall  devote  his  whole  time  to 
the  duties  of  the  office,  and  shall  receive  as  compensation  for  his  serv- 
ices, such  salary  as  may  be  fixed  by  the  State  Board  of  Health  of  Mon- 
tana, not  in  excess  of  Three  Hundred  and  Fifty  Dollars  ($350.00)  per 
month,  together  with  his  reasonable  and  necessary  travel  and  subsistence 
expense  while  actually  traveling  in  the  State  on  business  of  his  office. 
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RULES  AND  REGULATIONS 
Of  the  Montana  State  Board  of  Health. 


I,  W.  F.  Cogswell,  secretary  of  the  Montana  State  Board  of  Health, 
do  hereby  certify  that  the  following  rules  and  regulations  have  been 
duly  adopted  by  the  State  Board  of  Health  as  shown  by  the  minutes  of 
the  said  board,  and  that  this  publication  constitutes  due  and  official 
notice  to  all  persons  or  parties  affected  or  concerned  by  them. 

(SEAL)  W.  F.  COGSWELL,  M.  D. 


PART  L 

Regulation  Designating  Infectious,  Contagious  or  Communicable  Dis- 
ease Dangerous  to  the  Public  Health  and  Providing  for  the  Reporting 
and  Notification  of  Such  Diseases. 

RULE  I. 

(a)  Including  the  "communicable  diseases"  enumerated  in  Section 
1500,  Revised  Codes  of  Montana,  1907,  as  amended  by  Chapter  15,  Ses- 
sion Laws  of  1913,  the  following  named  diseases  are  designated  as 
"communicable  diseases,"  infectious,  contagious  or  communicable  in 
their  nature: 

Group  I. 


Actinomycosis 

A.nthrax 

Chickenpox 

Cholera,  Asiatic  (also  cholera  nostras  when 
Asiatic  cholera  is  present  or  its  importa- 
tion IS  threatened) 

Continued  fever  lasting  seven  (7)  days 

Diphtheria  (or  membranous  croup,  socalled) 

Dysentery 

(a)  Amebic 

(b)  Bacillary  ' 
Erysipelas 

Favus 

German  measles 
Glanders 

Influenza  epidemic 

Leprosy 

Malaria 

Measles 

Meningitis 

(a)  Epidemic  cerebro-spinal 

(b)  Tuberculous 


Mumps 

Ophthalmia  neonatorum   (conjunctivitis  of 

new-born  infants) 
Para-typhoid  fever 
Plague 

Pneumonia  (acute  lobar) 

Poliomyelitis  (acute  infectious,  or  infantile 

paralysis 
Rabies 

Rocky  Mountain  "spotted"  or  "tick"  fever 

Scarlet  fever 

Septic  sore  throat 

Smallpox 

Tetanus 

Trachoma 

Trichinosis 

Tuberculosis  (all  forms,  including  "miners' 

consumption") 
Tuleraemia 

Typhoid  fever  (enteric  fever) 
Typhus  fever 
Whooping  cough 


(b)  Inasmuch  as  the  control  and  abatement  of  infectious,  contagi- 
ous or  communicable  diseases  depends  upon  the  knowledge  of  the 
existence  or  location  of  cases  of  such  diseases  by  the  local,  county  and 
state  boards  of  health,  it  is  hereby  ruled  that  the  diseases  named  in 
paragraph  (a)  shall  be  declared  to  be  notifiable  diseases,  and  the  occur- 
rence of  such  cases  of  such  diseases  shall  be  reported  as  herein  pro- 
vided. Hereafter  each  and  every  physician  or  other  practitioner  of  the 
healing  art  practicing  in  the  State  of  Montana,  who  treats  or  examines 
any  person  suffering  from  or  afflicted  with,  or  suspected  to  be  suffering 
from  or  afflicted  with,  any  one  of  the  notifiable  diseases  named  in 
paragraph  (a)  shall  immediately  report  such  case  of  notifiable  disease 
in  writing  to  the  local  or  county  health  authorities  having  jurisdiction 
of  the  territory  in  which  said  case  occurs.  Said  report  shall  be  forward- 
ed either  by  mail,  by  special  messenger  or  delivered  in  person  and  shall 
give  the  following  information: 
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1.  The  date  of  the  onset  of  such  disease. 

2.  The  name  of  the  disease  or  suspected  disease. 

3.  The  name,  age,  sex,  color,   nativity,   occupation,    address  and 
school  attended  or  place  of  employment  of  patient. 

4.  The  number  of  adults  and  children  in  the  household. 

5.  Source  or  probable  source  of  infection  or  origin  or  probable  origin 
of  the  disease. 

6.  The  name  and  address  of  the  reporting  physician. 
Provided,  That  if  the  disease  is,  or  is  suspected  to  be,  smallpox,  the  re- 
port shall,  in  addition,  show  whether  the  disease  is  of  the  mild  or 
virulent  type,  and  if  the  disease  is,  or  suspected  to  be,  smallpox  or 
typhoid  fever,  whether  the  patient  has  been  successfully  vaccinated  or 
immunized,  and  if  the  patient  has  been  successfully  vaccinated  or  im- 
munized the  number  of  times  and  dates  or  approximate  dates  of  such 
vaccination  or  immunization;  and  if  the  disease  is,  or  is  suspected  to 
be,  cholera,  diphtheria,  plague,  scarlet  fever,  smallpox,  yellow  fever,  or 
"Rocky  Mountain  spotted"  or  "tick"  fever,  the  physician  shall  in  ad- 
dition to  the  written  report,  give  immediate  notice  of  the  case  to  the 
local  health  authority  in  the  most  expedient  manner  available;  and  if 
the  disease  is,  or  is  suspected  to  be,  tuberculosis,  typhoid  fever,  para- 
typhoid fever,  scarlet  fever,  diphtheria,  or  membranous  croup,  or  septic 
sore  throat,  the  report  shall  also  show  whether  the  patient  has  been,  or 
any  member  of  the  household  in  which  the  patient  resides,  is  engaged 
or  employed  in  the  handling  of  milk  for  sale  or  preliminary  to  sale. 

(c)  The  requirements  of  the  preceding  paragraphs  shall  be  applic- 
able to  physicians  attending  patients  ill  with  any  of  the  notifiable  dis- 
eases in  hospitals,  asylums,  or  other  institutions,  public  or  private; 
provided,  that  the  superintendent  or  other  person  in  charge  of  any 
such  hospital,  asylum,  or  other  institution  in  which  the  sick  are  cared 
for,  may  with  the  written  consent  of  the  local  or  county  health  officer 
(or  the  board  of  health)  having  jurisdiction,  report  in  the  place  of  the 
attending  physician  or  physicians,  the  cases  of  notifiable  disease  and 
disabilities  occurring  in,  or  admitted  to  said  hospital,  asylum,  or  other 
institution  in  the  same  manner  as  that  prescribed  for  physicians;  and 
provided  also,  that  superintendents  of  state  hospitals,  asylums  or  in- 
stitutions may  report  directly  to  the  State  Board  of  Health  all  cases  of 
notifiable  disease  occurring  within  said  hospitals,  asylums  or  institu- 
tions. 

(d)  Whenever  any  householder  knows  or  has  reason  to  believe  that 
any  person  within  his  family  or  household  has  any  communicable  dis- 
ease, he  shall  immediately  give  notice  thereof  to  the  health  officer  of 
the  town  or  city,  or  to  the  county  health  officer  if  without  the  cor- 
porate limits  of  a  town  or  city,  and  such  notice  shall  be  given  at  the 
office  of  a  local  or  county  health  officer  within  the  shortest  possible 
time  and  by  the  most  direct  means  of  communication.  The  local  or 
county  health  officer  having  jurisdiction  shall  then  file  a  report  in 
the  manner  prescribed  in  paragraph  (b). 

(e)  Whenever  the  eyes  of  an  infant  under  two  weeks  of  age  be- 
come reddened,  inflamed,  or  swollen,  or  contain  an  unnatural  discharge, 
and  no  physician  is  in  attendance,  an  immediate  report  of  the  existence 
of  the  case  shall  be  made  to  the  local  or  county  health  officer  having 
jurisdiction  by  the  midwife,  nurse,  attendant,  householder  or  other 
person  in  charge  of  the  patient;  responsibility  for  reporting  to  rest  upon 
each  in  the  order  named.  The  local  or  county  health  officer  to  whom 
report  is  made  shall  then  file  a  report  in  the  manner  prescribed  in 
paragraph  (b).  Waxed  ampules  of  Nitrate  of  Silver  is  furnished  free  to 
physicians  and  midwives. 

(f)  Whenever  any  teacher,  school  nurse,  or  any  person  in  charge 
of  any  public  or  private  school  shall  know  or  suspect  a  case  of  notifi- 
able disease  in  persons  attending  or  employed  in  his  or  her  school  he 
or  she  shall  report  immediately  such  knowledge  or  suspicion  to  the 
local  or  county  health  officer  having  jurisdiction.    The  health  officer 
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shall,  if  the  knowledge  or  suspicion  be  confirmed  upon  investigation, 
file  a  card  report  in  the  same  manner  as  prescribed  in  paragraph  (b). 

(g)  The  written  reports  of  cases  of  notifiable  diseases  as  required 
of  physicians  and  health  officers  by  this  rule  shall  be  made  upon 
blanks  supplied  for  the  purpose,  through  the  local  and  county  health 
authorities,  by  the  State  Board  of  Health. 

(h)  Local  or  county  health  officers  or  boards  of  health  shall,  at 
the  end  of  each  week,  forward  by  mail  to  the  State  Board  of  Health  the 
original  written  reports  made  by  physicians  and  themselves,  after  first 
having  transscribed  the  information  given  in  the  respective  reports  in 
a  book  or  other  form  of  record  for  the  permanent  files  of  the  local  or 
county  health  office.  On  each  report  thus  forwarded  the  local  health 
officer  shall  state  whether  the  case  to  which  the  report  pertains  was 
visited  or  otherwise  investigated  by  the  local  or  county  health  officer 
or  by  a  representative  of  the  local  or  county  health  officer,  and  whether 
and  what  measures  were  taken  to  prevent  the  spread  of  the  disease 
or  the  occurrence  of  additional  cases,  and  if  the  case  is  diphtheria, 
whether  antitoxin  is  being  used.  And  if  no  cases  of  communicable 
diseases  shall  have  been  reported  to  the  local  or  county  health  officer 
during  any  week  he  shall  so  certify  to  the  Secretary  (or  his  represent- 
ative or  deputy)  of  the  State  Board  of  Health  at  the  end  of  each  week 
on  a  card  to  be  furnished  by  the  State  Board  of  Health. 

(i)  Whenever  there  occurs  within  the  jurisdiction  of  a  local  or 
county  health  officer  or  board  of  health  an  epidemic  of  a  notifiable 
disease,  the  local  or  county  health  officer  or  board  of  health  shall 
when  requested  by  the  State  Board  of  Health  (or  its  executive  officer) 
within  thirty  (30)  days  after  the  epidemic  shall  have  subsided,  make  a 
report  to  the  State  Board  of  Health  of  the  number  of  cases  occurring 
in  the  epidemic,  and  the  means  by  which  the  disease  was  spread  or 
believed  to  be  spread.  Provided,  that  whenever  the  State  Board  of 
Health  shall  have  taken  charge  of  the  control  and  suppression  or  under- 
taken the  investigation  of  the  epidemic,  the  local  or  county  health 
authority  having  jurisdiction  need  not  make  the  report  otherwise 
required. 

(j)  In  event  of  the  occurrence  of  anthrax,  leprosy,  para-typhoid 
fever,  poliomyelitis  or  infantile  paralysis,  rabies.  Rocky  Mountain 
"spotted"  or  "tick"  fever,  tuberculosis  or  typhoid  fever  the  physician 
shall,  when  requested  by  the  State  Board  of  Health  (or  its  executive 
officer),  furnish  a  special  report  on  blank  to  be  furnished  by  the  State 
Board  of  Health,  either  directly  or  through  the  local  or  county  health 
officer. 

(k)  Any  physician  who  administers  antitoxin  in  a  suspicious  case 
of  diphtheria  or  scarlet  fever,  even  though  not  positive  of  his  diagnosis, 
must  report  the  same  at  once  as  a  suspicious  case  to  the  health  officer 
having  jurisdiction,  and  any  physician  administering  vaccine  in  the 
treatment  of  a  suspicious  case  of  whooping  cough  must  report  the  same 
to  the  health  officer  having  jurisdiction. 

RULE  n. 

In  addition  to  the  diseases  named  in  Rule  I,  the  following  are  de- 
clared to  be  notifiable  diseases,  and  shall  be  reported  in  the  manner 
prescribed  by  Chapter  106,  Session  Laws  of  1919. 

Group  II. 

Syphilis  Gonorrhea  Chancroid 

RULE  III. 

Inasmuch  as  it  has  been  demonstrated  by  scientific  investigation  that 
acute  poisoning  by  foods  is  for  the  most  part  the  result  of  toxins  pro- 
duced by  the  action  of  certain  transmissible  bacteria  upon  such  foods, 
the  following  named  disease  or  illness  is  hereby  declared  to  be  danger- 
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Otis  to  the  public  health  and  shall  be  reported  to  the  local  or  county 
health  officer  in  the  same  manner  and  by  the  same  persons  as  pre- 
scribed in  Rule  I. 

Group  III. 

Food  poisoning. 

RULE  IV. 

The  following  named  diseases  of  unknown  origin  are  declared  to  be 
notifiable  diseases  and  shall  be  reported  in  the  same  manner  and  by  the 
same  persons  as  prescribed  in  Rule  I. 

Group  IV. 

Pellagra  Cancer 

PART  II. 

Regulations  for  the  Quarantine  and  Isolation  of  Infectious,  Conta- 
gious or  Communicable  Diseases  Dangerous  to  the  Public  Health. 


GENERAL  MEASURES. 
RULE  I. 

Regulations  for  Vaccination  at  State  Institutions. — All  children  on 
admission  to  the  State  Vocational  School  at  Helena,  State  Industrial 
School  at  Miles  City,  State  School  for  Feeble-minded  and  School  for 
Deaf  and  Blind  at  Boulder,  and  the  State  Orphans'  Home  at  Twin 
Bridges,  must  show  evidence  of  successful  vaccination  against  s  i.allpox 
or  be  immediately  vaccinated  on  entrance,  and  it  is  recommended  that 
all  children  in  these  institutions  be  given  toxin-antitoxin  for  the  pre- 
vention of  diphtheria. 

RULE  11. 

Definitions — To  clearly  establish  the  intents  and  purposes  of  the 
rules  and  regulations  which  may  now  or  hereafter  be  adopted,  the  fol- 
lowing definitions  shall  apply: 

(a)  Local  or  State  Quarantine. — By  state,  county  or  city  quarantine 
is  meant  the  limitation  of  freedom  of  movement  or  transportation  of 
persons,  animals  or  things  from  an  area  (either  a  state,  county  or  city) 
wherein  communicable  disease  prevails  to  another  area  presumably  free 
from  disease. 

(b)  Quarantine. — By  quarantine  is  meant  the  limitation  of  freedom 
of  movement  of  persons  or  animals  who  are  known  or  reasonably  sus- 
pected to  have  been  exposed  to  communicable  disease  for  a  period  of 
time  equal  to  the  incubation  period  of  the  disease  to  which  they  have 
been  exposed. 

(c)  Isolation. — By  isolation  is  m.eant  the  separating  of  persons  suf- 
fering from  a  communicable  disease,  or  carriers  or  possible  carriers 
(such  as  imm.ediate  attendants  on  the  sick)  of  the  infecting  organism, 
from  other  persons,  in  such  places  and  under  such  conditions  as  will  pre- 
vent the  direct  or  indirect  conveyance  of  the  infectious  agent  to  sus- 
ceptible persons. 

(d)  Quarantine  of  Premises. — When  this  term  is  used  in  connection 
with  any  disease  it  is  meant  that  the  person  or  persons  affected  with 
such  disease,  and  their  attendants,  and  all  those  who  come  in  contact 
with  such  person  or  persons,  shall  not  be  permitted  to  leave  the  prem- 
ises designated  as  under  quarantine,  unless  specifically  authorized  by 
the  health  officer  acting  under  regulations  hereinafter  set  forth.  Such 
quarantine  restrictions  are  not  meant  to  include  the  attending  physician, 
or  the  minister,  priest  or  spiritual  advisor  when  given  permission  to 
enter  by  the  health  officer,  or  in  case  of  death,  the  funeral  director  and 
indispensable  assistants. 
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(e)  Premises. — The  term  "premises"  is  meant  to  include  that  area 
in  which  the  diseased  person  and  others  must  be  confined.  Where  fields, 
yards  and  porches  are  considered  by  the  health  officer  to  be  situated  as 
to  not  endanger  the  public,  liberty  may  be  given  to  use  them.  In  the 
case  of  apartment  houses,  where  two  or  more  families  reside  in  the  same 
building,  such  building  for  the  purposes  of  quarantine  shall  be  con- 
sidered one  house,  unless  provision  can  be  made  for  confining  the  persons 
to  be  quarantined  or  isolated  in  a  room  or  group  of  rooms  with  sepa- 
rate wash-rooms,  bath-rooms  or  toilets  and  where  contact  with  other 
persons  in  the  building  may  easily  be  avoided. 

(f)  Contacts. — A  "contact"  is  any  person  or  animal  known  to  have 
been  sufficiently  near  to  a  human  infected  person  or  animal  to  have 
been  exposed  to  transfer  of  infectious  material  directly,  or  by  articles 
freshly  soiled  with  such  material. 

(g)  Susceptibles. — A  "susceptible"  is  a  person  or  animal  who  is  not 
known  to  have  become  immune  to  the  particular  communicable  disease 
in  question  by  natural  or  artificial  process. 

(h)  Carrier. — By  "carrier"  is  meant  any  person  who  is  known  to 
harbor  upon  or  within  his  person  the  bacilli,  virus  or  infective  agent  of 
any  communicable  disease,  and  while  manifesting  no  symptoms  of  such 
disease  is  capable  of  transmitting  it  to  others. 

(i)  Disinfection. — By  "disinfection"  is  meant  the  destroying  of  the 
vitality  of  pathogenic  organisms  by  chemical  means  or  by  heat. 

When  the  word  concurrent  is  used  as  qualifying  disinfection,  it  indi- 
cates the  application  of  disinfection  immediately  after  the  discharge  from 
the  body  of  an  infected  person,  of  infectious  material  or  of  articles  soiled 
with  such  infectious  discharges. 

When  the  word  terminal  is  used  as  qualifying  disinfection,  it  indicates 
the  process  of  rendering  the  personal  clothing  and  immediate  physical 
environment  of  patients,  carriers  or  contacts  free  from  the  possibility  of 
conveying  infection  to  others,  at  the  time  when  the  patient,  carrier  or 
contact  is  no  longer  a  source  of  infection. 

(j)  Cleansing. — This  term  signifies  the  removal,  by  scrubbing  and 
washing,  of  organic  matter  on  which,  and  in  which,  bacteria  may  find 
favorable  conditions  for  prolonging  life  and  virulence;  also  the  removal 
by  the  same  means  of  bacteria  adherent  to  surfaces. 

(k)  Renovation. — By  "renovation"  is  meant,  in  addition  to  cleansing, 
such  treatment  of  the  walls,  floors,  and  ceilings  of  rooms  or  houses  as 
may  be  necessary  to  place  the  premises  in  satisfactory  sanitary  condi- 
tion. 

(1)  Fumigation. — By  "fumigation"  is  meant  a  process  by  which  the 
destruction  of  insects,  as  mosquitoes  and  body  lice,  and  animals,  as  rats, 
is  accomplished  by  the  employment  of  gaseous  agents. 

(m)  Delousing. — By  "delousing"  is  meant  the  process  by  which  a 
person  and  his  personal  apparel  are  treated  so  that  neither  the  adults 
nor  the  eggs  of  pediculus  corporis,  pediculus  vestmenti,  or  pediculus 
capitis  survive. 

RULE  III. 

State  Quarantine;  When  Necessary. — Whenever  any  part  of  this  state 
appears  to  be  threatened  with  Asiatic  Cholera,  bubonic  or  pneumonic 
plague,  typhus  fever,  smallpox  of  a  virulent  type  or  other  infectious  or 
contagious  disease  from  any  adjoining  state,  territory,  or  foreign  prov- 
ince, the  Secretary  and  Executive  Officer  of  this  Board  shall  have  the 
power  to  establish  and  maintain  quarantine  stations  at  the  limits  of  the 
state  at  such  points  as  may  be  deemed  necessary,  and  to  enforce  thereat 
such  rules  and  regulations  as  he  may  adopt  and  publish  for  the  purpose 
of  preventing  or  obstructing  the  introduction  or  spread  of  such  diseases 
into  or  within  the  state,  by  the  inspection,  exclusion  and  disinfection 
of  all  infected  persons,  places  and  things. 
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RULE  IV. 

Cities  or  Counties  May  Quarantine  Against  Others,  When. — Local  or 
county  boards  of  health  or  health  officers  of  one  city  or  county  shall 
not  establish  quarantine  against  another  city  or  county  or  part  of  a 
county  without  the  consent  of  the  State  Board  of  Health  or,  in  the 
interim  of  its  meetings,  of  its  secretary  and  executive  officer. 

RULE  V. 

Secretary  State  Board  of  Health  to  Have  Same  Powers  as  Local  or 
County  Health  Officer. — In  all  matters  of  local  quarantine  or  in  quar- 
antine, isolation  or  control  of  known  or  suspected  infectious  contagious 
or  communicable  diseases  in  persons  or  places,  or  in  the  issuance  of 
orders  for  the  correction  of  insanitary  conditions  or  for  the  abatement 
of  nuisances,  the  secretary  and  executive  officer  of  this  Board  or  his 
duly  authorized  representative  shall  have  all  the  powers  conferred  by 
these  regulations  upon  local  or  county  health  officers. 

RULE  VI. 

Prohibition  of  Public  Gatherings. — Whenever  there  exists  an  epi- 
demic of  any  communicable  disease  or  diseases  in  any  city,  town  or 
community,  the  State  Board  of  Health  may,  for  the  better  preservation 
of  the  public  health  and  for  the  prevention  of  the  development  and 
spread  of  disease,  order  all  moving  picture  show  houses,  theaters, 
churches,  Sunday  schools,  schools  and  other  places  used  for  public  gath- 
erings closed,  and  may  prohibit  public  lectures,  socials,  dances  and  any 
and  all  other  public  gatherings  while  said  epidemic  exists  and  continues. 

RULE  VII. 

Health  Officer  to  Investigate  on  Suspicion. — Whenever  any  conta- 
gious, infectious  or  communicable  disease  is  reported  to  any  local  or 
county  health  officer,  or  when  he  has  reason  to  suspect  that  any  such 
disease  exists  within  his  district,  he  shall  make  a  thorough  investiga- 
tion, if  necessary,  (any  case  not  reported  by  a  legally  qualified  physi- 
cian requires  investigation)  and  if  any  such  disease  is  found  to  exist 
he  shall  then  take  such  action  as  may  be  designated  by  the  Laws  of  this 
State,  and  by  these  regulations  and  the  regulations  of  the  local  or  county 
board  of  health  of  the  district  in  which  such  disease  occurs.  If,  on  inves- 
tigation, the  health  officer  is  convinced  that  an  infectious  or  contagious 
disease  has  recently  existed  at  any  place  or  premises,  he  may  quaran- 
tine such  place  or  premises  until  all  such  has  been  thoroughly  cleansed 
and  disinfected  in  accordance  with  the  regulations  of  the  State  Board 
of  Health. 

RULE  VIII. 

Health  Officer  May  Employ  Assistant. — When  any  contagious,  infec- 
tious or  communicable  disease  shall  appear  in  any  locality,  remote  from 
the  residence  of  the  county  health  officer,  and  when  the  cost  of  transpor- 
tation to  and  from  such  locality  will  be  greater  than  the  cost  necessary 
to  secure  the  services  of  an  assistant,  the  county  health  officer  has  the 
approval  of  the  State  Board  of  Health  to  employ  an  assistant  to  repre- 
sent him  in  such  case  or  cases,  the  remuneration  of  such  assistant  to 
be  paid  by  the  county  in  lieu  of  the  traveling  expenses  of  the  health 
officer;  provided,  that  in  any  instance  the  health  officer  shall  be  person- 
ally responsible  for  the  faithful  performance  of  the  duties  imposed  upon 
such  assistant. 

RULE  IX. 

How  Quarantine  Shall  Be  Established. — Whenever  any  local  or  county 
health  officer  shall  have  knowledge  of  any  infectious,  contagious  or  com- 
municable disease,  within  his  jurisdiction,  he  shall,  either  in  person  or 
through  an  authorized  representative,  immediately  exercise  and  main- 
tain supervision  over  such  case  or  cases  during  their  continuance,  seeing 
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that  all  such  cases  are  properly  cared  for,  that  the  provisions  of  these 
regulations  as  to  isolation,  restriction  or  communication,  placarding, 
quarantine  and  disinfection  are  duly  enforced.  He  shall  confer  either 
personally  or  by  letter  with  the  physician  in  attendance  upon  the  case, 
as  to  its  future  management  and  control  and  acquaint  the  householder 
or  other  person  in  charge  of  the  premises,  in  which  the  case  exists,  as  to 
their  duties  in  the  matter  of  quarantine  or  isolation.  He  shall  cause  to 
be  posted  on  premises  wherein  there  exists  any  case  of  contagious  or 
infectious  diseases  required  by  these  regulations  to  be  placarded,  a  cloth 
or  card  bearing  the  words  "Quarantine"  or  ''Keep  Out"  and  the  name  of 
the  disease  printed  in  bold  faced  type,  not  less  than  two  inches  in  height, 
such  cloth  or  card  to  be  securely  attached  upon  the  front  entrance  or 
other  conspicuous  part  of  the  building,  in  such  position  as  to  be  in  plain 
view  of  any  person  approaching  the  house  and  to  remain  during  the 
continuance  of  the  disease  or  until  such  time  as  the  health  officer  is 
satisfied  that  the  danger  of  infection  or  contagion  no  longer  exists. 

RULE  X. 

Quarantine  Must  Be  Established  or  Released  by  Health  Officer  or 
His  Representative. — In  every  instance  quarantine  shall  be  established 
by  the  health  officer  in  person  or  by  his  duly  appointed  representative 
and  no  person  except  the  health  officer  or  his  representative  is  author- 
ized to  remove  any  placard  or  to  release  any  person  from  quarantine. 
Certificates  of  health  or  for  release  from  quarantine  or  isolation  restric- 
tions may  be  made  by  legally  qualified  physicians  if  acting  by  consent 
of  health  officers. 

RULE  XI. 

Quarantine  of  Persons  Exposed  to  Disease. — All  susceptibles  ex- 
posed to  a  communicable  disease  shall  be  subject  to  same  rules  of 
quarantine  which  apply  to  that  disease  until  such  time  as  the  health 
officer  shall  consider  the  maximum  period  of  incubation  usually  applied 
to  such  disease  shall  have  passed,  except  as  hereinafter  specified.  The 
health  officer  shall  determine  what  constitutes  susceptibility  and  ex- 
posure in  each  individual  instance. 

RULE  XII. 

Temporary  Quarantine.— Whenever  a  case  of  obscure  illness  shall 
occur  which  presents  symptoms  of  a  disease  subject  to  quarantine  or 
isolation  but  in  which  sufficient  time  has  not  elapsed  to  render  a  positive 
diagnosis  of  the  disease  possible,  a  temporary  quarantine  or  isolation 
shall  be  imposed,  which  quarantine  or  isolation  shall  be  in  all  respects 
governed  by  the  same  rules  and  regulations  as  a  permanent  quarantine 
or  isolation  and  shall  remain  in  effect  until  it  is  proven  that  the  disease 
is  not  of  a  contagious,  infectious  or  communicable  nature. 

RULE  XIII. 

Quarantine  of  Doubtful  Cases. — In  all  instances  of  doubtful  diag- 
nosis, as  for  instance  where  the  physician  or  health  officer  is  unable 
to  distinguish  positively  between  chicken  pox  or  smallpox,  or  between 
a  diphtheria  or  tonsilitis,  it  is  ruled  that  the  public  shall  be  given  the 
benefit  of  the  doubt,  and  quarantine  or  isolation  restrictions  which  will 
protect  the  public  against  the  most  serious  of  the  diseases  suspected 
shall  be  imposed. 

RULE  XIV. 

Laboratory  of  State  Board  of  Health  Shall  Be  Arbiter. — In  all  mat- 
ters of  quarantine  or  isolation  or  release  from  quarantine  or  isolation 
depending  upon  bacteriological  findings  and  in  which  difference  of 
opinion,  controversy  or  doubt  shall  arise,  the  findings  of  the  Hygienic 
Laboratory  of  the  State  Board  of  Health  shall  for  interpretation  or 
enforcement  of  these  regulations  be  considered  as  final. 
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RULE  XV. 


Removal  to  Isolation  Hospital  Permissible. — Removal  of  quaran- 
tined or  isolated  persons  to  an  isolation  or  detention  hospital  under  the 
direction  of  a  health  officer  is  permissible. 

RULE  XVI. 

Sale  of  Milk  Prohibited. — (a)  The  sale,  distribution  or  use  of  milk 
or  dairy  products  from  premises  where  smallpox,  diphtheria,  septic  sore 
throat,  scarlet  fever,  epidemic  cerebro-spinal  meningitis,  acute  epidemic 
poliomyelitis,  typhoid  fever,  or  paratyphoid  fever  is  know^n  to  exist  is 
strictly  forbidden  unless  the  milk  is  handled,  milk  utensils  sterilized, 
and  stock  cared  for  and  product  transported  by  persons  entirely  dis- 
associated from  the  quarantined  or  diseased  family,  or  the  house  in 
Mrhich  such  persons  are  confined. 

(b)  The  sale,  distribution  or  use  of  milk  or  dairy  products  from 
a  place  where  tuberculosis  is  known  to  exist  is  strictly  forbidden  except 
by  written  permit  from  the  local  or  county  health  officer  in  whose 
jurisdiction  the  sale,  distribution  or  use  of  milk  is  contemplated.  Before 
issuing  such  permit,  the  health  officer  shall  satisfy  himself  by  personal 
investigation  that  such  milk  or  dairy  product  is  being  produced  or  sold 
under  conditions  that  will  not  menace  the  health  of  the  consumer  and 
shall  make  to  the  State  Board  of  Health  for  its  approval  a  full  and 
complete  statement  of  his  findings  as  a  result  of  his  investigation. 

(c)  In  delivering  milk  to  families  in  which  there  exists  any  of  the 
diseases  named  in  paragraph  (a),  the  dairyman  shall  not  enter  the 
house,  nor  shall  he  permit  any  of  his  milk  bottles  or  vessels  to  be  taken 
into  or  from  such  house,  but  shall  pour  such  milk  as  each  family  wishes 
into  receptacles  furnished  by  the  customer  and  left  at  a  convenient 
place  outside  the  house. 

(d)  At  the  time  of  posting  the  quarantine  placards  in  cases  of  any 
of  the  diseases  mentioned  in  paragraph  (a)  and  in  which  milk  is  being 
furnished  from  outside  sources,  it  shall  be  the  duty  of  the  health  officer 
to  post  on  the  premises  at  the  entrance  or  entrances  where  milk  is 
customarily  delivered  a  placard  containing  the  following  admonition: 

"Notice  to  Milkman." 

"A  case  of  communicable  disease  exists  in  this  house.  Bottles  of 
milk  must  not  be  left  on  these  premises,  and  empty  milk  bottles  must 
not  be  removed  while  this  placard  remains." 

This  placard  must  not  be  removed  except  by  order  of  the  health 
officer. 

RULE  XVII. 

Pet  Animals  to  Be  Excluded. — All  dogs,  cats  or  other  pet  animals 
owned  in  premises  containing  diseases  subject  to  quarantine  or  isola- 
tion shall  be: 

(a)  Excluded  from  house  for  quarantinable  diseases; 

(b)  Excluded  from  room  of  sick  persons  affected  with  actinomy- 
cosis, anthrax,  erysipelas,  favus,  glanders,  rabies,  septic  sore  throat  or 
ring  worm; 

(c)  If  admitted  to  house  or  sick  room,  given  disinfectant  bath  or 
wash  as  directed  by  the  health  officer  when  disinfection  of  premises  and 
persons  is  carried  out,  or,  if  not  so  disinfected  the  pet  animal  shall  be 
killed. 

RULE  XVIII. 

Quarantine  Periods. — The  time  of  quarantine  or  isolation  of  all 
cases  of  infectious,  contagious  or  communicable  diseases  dangerous  to 
the  public  health  shall  be  such  time  as  in  the  judgment  of  the  local  or 
county  health  officer,  in  whose  jurisdiction  the  case  occurs,  it  may 
appear  safe  to  terminate  the  quarantine  or  isolation,  but  health  officers 
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shall  be  governed  by  certain  minimum  periods  of  quarantine  or  isola- 
tion as  set  forth  in  the  special  regulations  regarding  each  disease. 

RULE  XIX. 

Termination  of  Quarantine  or  Isolation. — (a)  Persons  subjected  to 
quarantine  or  isolation  may  be  released  only  by  order  or  consent  of  the 
health  officer  (or  his  duly  authorized  representatives). 

(b)  In  all  instances  of  quarantine  or  isolation,  if  the  case  termi- 
nates by  death,  all  susceptibles  on  same  premises  shall  be  subject  to 
continued  quarantine  or  isolation  for  the  usual  period  of  incubation  of 
the  disease  for  which  quarantine  or  isolation  was  established,  dating 
from  death  of  patient  which  shall  be  considered  date  of  last  exposure. 

(c)  Before  consenting  to  release  from  quarantine  or  isolation,  the 
health  officer  (or  his  duly  authorized  representatives)  shall  prescribe 
and  direct  such  disinfection,  cleansing,  renovation,  fumigation  or  de- 
lousing  procedure  as  may  in  his  opinion  be  necessary  to  prevent  the 
spread  of  disease  but  health  officers  shall  be  governed  by  certain  mini- 
mum procedures  as  hereinafter  specified. 

RULE  XX. 

Public  Funerals. — Since  members  of  households  and  others  who  are 
brought  in  contact  with  cases  of  communicable  disease  often  acquire 
infection,  and  even  though  they  manifest  no  active  symptoms  of  the 
disease  are  capable  of  transmitting  the  infection  to  others  in  more 
virulent  form,  and  since  public  funerals  promote  contact  between  rela- 
tives of  deceased  persons  and  the  general  public,  therefore,  the  hold- 
ing of  public  funeral  services  in  any  building  is  prohibited  in  cases 
where  a  body  has  died  of  a  contagious  disease.  Private  prayers,  to 
which  attendance  is  restricted  to  immediate  relatives  or  members  of  the 
household  and  necessary  attendants,  may  be  held  at  the  residence  of 
deceased  persons  and  public  open  air  services  may  be  held  at  the 
cemetery.  Transportation  of  exposed  persons  to  and  from  the  cemetery 
shall  be  conducted  with  due  regard  to  safety  of  others.  The  prohibition 
of  public  funerals  shall  not  apply  to  diseases  enumerated  in  regula- 
tion XXVI. 

RULE  XXI. 

Distribution  of  Books  Enjoined. — School  books,  or  books  from  public 
circulating  libraries  shall  not  be  taken  into  any  house  where  small- 
pox, diphtheria  or  scarlet  fever  exists,  and  if  the  school  or  library  books 
were  in  such  house  prior  to  the  establishment  of  quarantine  they  shall 
be  subjected  to  a  continuous  temperature  of  150  degrees  for  one  hour 
or  in  lieu  thereof  thoroughly  sunned  and  aired  for  a  period  of  two  weeks 
after  release  of  the  premises  from  quarantine  before  being  returned 
to  use  by  others,  or  if  not  subjected  to  either  of  the  foregoing  proce- 
dures said  books  shall  be  destroyed. 

RULE  XXII. 

Health  Officer  Must  Notify  School  Teacher  of  Infection. — When  any 
health  officer  shall  have  knowledge  of  the  existence  of  any  contagious 
or  infectious  disease  in  any  home  from  which  any  child  attends  school, 
or  in  which  any  person  in  the  habit  of  frequenting  any  school  building 
resides,  such  health  officer  shall  immediately  notify  the  superintendent 
of  schools,  if  located  in  a  town  having  a  superintendent  of  schools, 
or  the  teacher  of  the  schools,  in  the  immediate  school  district,  of  the 
existence  of  such  disease  and  the  house  in  which  the  disease  is  located. 

RULE  XXIII. 

Duties  of  Teachers  and  Parents, —  (a)  Whenever  any  principal  or 
teacher  in  any  private,  parochial  or  public  school  has  reason  to  suspect 
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that  any  pupil  under  his  or  her  supervision  is  suffering  from  or  has  been 
exposed  to  any  infectious,  contagious  or  communicable  disease,  he  or  she 
shall  send  the  pupil  home  and  any  pupil  so  excluded  shall  not  be  permit- 
ted to  again  enter  school  until  such  pupil  shall  present  a  certificate  from 
the  local  or  county  health  officer  having  jurisdiction,  or  from  a  legally 
qualified  physician  acting  by  authority  or  consent  of  the  health  officer, 
stating  that  the  pupil  is  not  infected  with  or  suffering  from  any  in- 
fectious, contagious  or  communicable  disease. 

(b)  Within  the  meaning  of  paragraph  (a)  principals  or  teachers 
shall  suspect  infection  or  contagion  in,  and  shall  exclude  from  school, 
any  pupil  suffering  from  or  exhibiting  any  of  the  follow^ing  symptoms: 
(1)  Severe  cough  or  cold,  (2)  Sore  throat  or  tonsilitis,  (3)  Any 
catarrhal  symptoms  accompanied  by  fever,  or  fever  alone,  (4)  Any 
eruption  of  the  skin,  or  rash. 

(c)  In  addition  to  the  diseases  elsewhere  declared  to  be  subject  to 
quarantine  or  isolation,  any  child  shall  be  excluded  from  any  public, 
private  or  parochial  school  who  is  afflicted  with  any  of  the  following 
diseases:  Oontagious  conjunctivitis  ( pink-eye  >,  impetigo  contagiosa, 
ringworm,  or  scabies  (itch.) 

(d)  No  person  afflicted  with  a  venereal  disease  (gonorrhea,  syphilis 
or  chancroid)  in  an  infectious  stage  shall  be  permitted  to  attend,  teach 
or  be  otherwise  employed  in  any  private,  parochial  or  public  school. 

(e)  School  teachers,  school  nurses,  school  physicians  or  health  offi- 
cers shall  make  any  necessary  examination  of  children  attending  school, 
which  may  be  required  to  determine  the  presence  of  infectious  or  con- 
tagious disease,  or  carriers  of  infectious  or  contagious  diseases. 

(f )  Pupils  exposed  to  infectious,  contagious  or  communicable  disease, 
or  residing  in  any  house  wherein  has  existed  any  infectious,  contagious 
or  communicable  disease,  shall  not  be  permitted  to  attend  school,  with- 
out written  permission  of  the  health  officer,  having  jurisdiction  or  from 
a  legally  qualified  physician  acting  by  authority  or  consent  of  the  health 
officer,  which  permit  shall  state  the  conditions  under  which  the  pupil 
may  attend  school,  and  that  all  regulations  of  the  State,  local  or  county 
boards  of  health  have  been,  or  are  being,  strictly  followed. 

(g)  Parents,  guardians  or  other  persons  having  custody  of  any  child 
or  children,  shall  not  permit  such  child  or  children  afflicted  with  or 
exposed  to  any  infectious,  contagious  or  communicable  disease  required 
by  these  regulations  to  be  excluded  from  school,  to  attend  any  school 
except  in  compliance  with  all  regulations. 

RULE  XXIV. 

Closing  of  Schools  When  Necessary. —  (a)  Whenever  in  the  judgment 
of  the  State  Board  of  Health  (or  its  executive  officer  or  his  representa- 
tive), or  any  local  or  county  health  officer  or  board  of  health  it  is  advis- 
able to  close  the  school  because  of  the  prevalence  of  any  infectious,  con- 
tagious or  communicable  disease  or  diseases,  he  or  they  shall  serve 
written  notice  upon  the  board  of  school  directors  or  board  of  education 
or  the  responsible  officials  in  any  private,  parochial  or  Sunday  school 
in  the  district  or  area  in  which  such  disease  or  diseases  prevail,  directing 
them  to  close  such  schools  immediately,  nor  shall  any  board  of  educa- 
tion or  other  responsible  officials  permit  any  such  school  to  be  reopened 
until  permission  is  given  by  the  proper  health  officials. 

(b)  Whenever  any  person  afflicted  with  smallpox,  diphtheria  or 
scarlet  fever  shall  sojourn  or  be  found  in  attendance  in  any  school  room 
— public,  private,  parochial  or  church — such  school  room  shaU  be  deeded 
infected  and  the  school  must  be  closed  until  the  room  has  been  thor- 
oughly cleansed  or  disinfected  under  the  direction  of  the  health  officer 
having  jurisdiction. 
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SPECIAL  MEASURES. 


RULE  XXV. 

Isolation  of  Carriers. — Any  person  who  is  known  to  be  a  "carrier" 
is  hereby  declared  to  be  a  menace  to  the  public  health,  and  the  name  and 
address  of  such  person  shall  be  reported  immediately  to  the  local  or 
county  health  officer  in  whose  jurisdiction  such  person  resides.  The 
local  or  county  health  officer  shall  immediately  investigate  and  report 
his  findings  and  recommendations  to  the  State  Board  of  Health.  Pending 
the  receipt  of  instructions  from  the  State  Board  of  Health,  the  local  or 
county  health  officer  shall  isolate  the  carrier  if  in  his  judgment  the 
danger  to  the  community  necessitates  such  action.  In  event  any  known 
or  suspected  carrier  shall  leave  the  jurisdiction  of  a  local  or  county 
health  authority,  with  or  without  permission,  the  State  Board  of  Health 
shall  be  notified  by  the  local  or  county  health  officer  of  the  name  of  the 
carrier  and  his  destination. 

RULE  XXVI. 

Diseases    Requiring    Isolation  But  Not  Quarantine  of  Premises. — 

(a)  In  all  cases  of  infectious,  contagious  or  communicable  diseases 
which  are  not  subject  to  regulations  of  quarantine  as  hereinafter  speci- 
fied, the  patient  and  immediate  attendants  only  shall  be  subject  to  isola- 
tion. 

(b)  Persons  afflicted  with  the  following  diseases  shall  be  subject  to 
this  rule:  Actinomycosis,  anthrax,  continued  fever  lasting  seven  (7) 
days,  dysentery  (both  amebic  and  bacillary),  erysipelas,  favus,  glanders, 
ophthalmia  neonatorum  (conjunctivitis  of  new  born  infants),  ophthalmia 
as  a  result  of  gonococcus  infection,  pneumonia  (acute  lobar),  rabies, 
tetanus  and  trichinosis. 

(c)  Concurrent  disinfection  in  all  cases  of  these  diseases  must  be 
practiced. 

(d)  Terminal  cleansing  of  patient's  room  and  contents  is  required. 

RULE  XXVII. 

Duration  of  Quarantine  and  Preventive  Measures. — The  quarantine 
provided  for  in  the  preceding  regulations  shall  be  applied  as  follows: 

Chickenpox  (Varicella). —  (a)  Premises  on  or  in  which  cases  occur 
shall  be  placarded. 

(b)  Persons  afflicted  with  the  disease  shall  not  be  permitted  to 
attend  school  or  public  gatherings  and  shall  be  isolated  until  the  skin 
lesions  are  completely  healed  or  scabs  and  scales  are  shed. 

(c)  Susceptible  children  in  a  household  where  a  case  occurs  shall 
not  attend  school.    Immune  children  may. 

(d)  Concurrent  disinfection  required.  Terminal  disinfection  is  not 
required. 

Cholera  (Asiatic). —  (a)  The  health  officer  having  jurisdiction  in  any 
case  shall  report  its  occurrence  immediately  by  wire  to  the  State  Board 
of  Health. 

(b)  Premises  on  or  in  which  the  case  occurs  shall  be  immediately 
placarded  and  quarantined. 

(c)  All  members  of  the  household  in  which  the  case  exists  and  con- 
tacts shall  be  restricted  from  mingling  with  others  until  all  danger  of 
communicating  the  disease  is  past. 

(d)  All  patients  ill  with  the  disease  shall  be  isolated. 

(e)  All  excreta  from  the  patient  shall  be  effectively  disinfected  and 
disposed  of,  and  articles  subject  to  contamination  shall  not  be  removed 
from  the  room  or  building  without  special  instruction  or  permission  of 
the  health  officer. 
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(f)  Patients,  contacts  or  carriers  shall  be  subject  to  any  special  or 
additional  rules  prescribed  by  the  State  Board  of  Health  or  its  Secretary. 

(g)  Terminal  cleansing  and  disinfection  is  required. 

Diphtheriae»  (Membranous  Croup). —  (a)  Premises  on  or  in  which  cases 
occur  shall  be  placarded  and  quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  until  all 
discharges  from  nose,  throat,  ears,  ulcers,  abscesses,  or  wounds  have 
ceased,  and  until  temperature  has  been  restored  to  normal,  provided, 
that  no  patient  shall  be  released  from  isolation  until  two  successive 
cultures  from  throat  and  nose  taken  at  least  twenty -four  (24)  hours 
apart  contain  no  diphtheria  bacilli,  such  cultures  not  to  be  taken  until 
at  least  nine  (9)  days  after  onset,  and  provided  further  that  when  pa- 
tients or  their  proper  guardians  refuse  to  permit  the  taking  of  cultures, 
or  when  circumstances  in  rural  communities  make  such  procedure  im- 
practicable, the  minimum  quarantine  period  shall  be  not  less  than  twenty- 
one  (21)  days  from  date  of  onset  of  the  last  case. 

(c)  All  persons  in  households  where  cases  exist  shall  be  confined 
to  the  premises,  provided  that  where  such  persons  shall  have  been  proven 
not  to  be  infectious  by  two  successive  negative  cultures  from  throat  and 
nose  taken  at  least  twenty-four  hours  apart,  they  may  be  released  from 
such  restrictions  if  they  take  up  a  residence  elsewhere. 

(d)  All  persons  exposed  by  contact  with  a  case  of  diphtheria  shall 
be  quarantined  for  a  period  of  seven  (7)  days  but  may  be  released  from  * 
quarantine  if  proven  not  to  be  infectious  by  two  successive  negative 
cultures  from  throat  and  nose  taken  not  less  than  twenty-four  hours 
apart.  The  health  officer  shall  determine  what  constitutes  exposure 
in  each  individual  instance. 

(e)  No  patient,  or  person  in  contact  with  patient,  or  person  exposed 
to  infection  shall  be  permitted  to  handle  any  article  of  food  until  clearly 
proven  to  be  non-infectious  as  per  procedure  in  preceding  paragraphs. 
The  sale  or  distribution  of  milk  or  food  from  infected  premises  is  ex- 
pressly prohibited  except  in  conformance  with  restrictions  in  Rule  XVI. 

(f)  Terminal  disinfection  of  premises  is  required. 

Epidemic  or  Streptococcus  (Septic)  Sore  Throat. — (a)  No  member 
of  the  household  in  which  a  case  exists  shall  attend  school  or  public 
gatherings. 

(b)  All  patients  ill  with  the  disease  shall  be  isolated  and  shall  not 
be  removed  from  premises  without  permission  of  the  health  officer 
having  jurisdiction. 

(c)  No  person  coming  in  contact  with  the  patient  shall  be  permitted 
to  handle  food  for  sale  or  for  public  consumption. 

(d)  The  sale  of  milk  or  dairy  products  from  the  premises  on  which 
the  disease  exists  is  prohibited,  except  in  conformance  with  Rule  XVI. 

(e)  All  preceding  restrictions  shall  apply  during  continuance  of  the 
case  and  for  five  (5)  days  after  disappearance  of  symptoms  in  patient. 

(f)  Concurrent  disinfection  during  continuance  of  disease  must  be 
practiced  but  terminal  disinfection  is  not  required.  Patient's  room  and 
contents  must  undergo  cleansing. 

German  Measles  (Rotheln.)    (a)    Premises  on  which  a  case  occurs 
shall  be  placarded, 

(b)  Patients  afflicted  with  the  disease  shall  not  be  permitted  to  at- 
tend school  or  other  public  gatherings  and  shall  be  isolated  for  a  mini- 
mum period  of  seven  days  after  the  appearance  of  the  rash,  and  until  all 
discharges  from  the  nose,  ears  and  throat  have  disappeared  and  cough 
ceased. 

(c)  No  restriction  on  immune  children. 

(d)  Terminal  disinfection  not  required. 
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Measles  (Morbilli-Rubeola.)  (a)  Premises  on  which  a  case  occurs 
shall  be  placarded. 

(b)  Patient  afflicted  with  the  disease  shall  not  be  permitted  to  at- 
tend school  or  other  public  gatherings  and  shall  be  isolated  for  a  mini- 
mum period  of  seven  days  after  the  appearance  of  the  rash,  and  until 
all  discharges  froi;ii  the  nose,  ears  and  throat  have  disappeared  and 
cough  ceased. 

(c)  No  restriction  on  immune  children. 

(d)  Terminal  disinfection  not  required. 

Meningitis  (Epidemic  Cerebro-Spinal.) — (a)  Premises  on  or  in 
which  cases  occur  shall  be  placarded  and  quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  and  con- 
tact with  all  others  except  physicians  and  caretaker  prohibited  for  a 
period  of  not  less  than  two  weeks  from  date  of  onset  and  until  the 
temperature  has  returned  to  normal. 

(c)  Persons  from  a  household  in  which  the  disease  exists  shall  not 
attend  school  or  places  of  public  assemblage  for  a  period  of  fourteen 
(14)  days  from  the  last  contact  with  the  patient  which  date  shall  be  de- 
termined by  the  health  officer.* 

(d)  Adult  wage  earners  of  the  household,  if  the  patient  is  prop- 
erly isolated,  may  continue  their  vocations  if  their  employment  does 
not  bring  them  in  contact  with  children  and  is  such  as  to  keep  them 
in  the  open  air.  Mingling  with  others  than  members  of  the  household 
in  buildings  or  rooms  is  forbidden. 

(e)  Concurrent  disinfection  shall  be  practiced. 

(f)  The  sale  of  milk  or  foods  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  restrictions  in  Rule  XVI. 

(g)  Terminal  disinfection  is  not  required,  but  patient's  room  and 
its  contents  must  undergo  thorough  cleansing,  sunning  and  airing. 

(h)  In  event  the  disease  shall  assume  epidemic  proportions  these 
provisions  may  be  supplemented  by  the  State  Board  of  Health  or,  in  the 
interim  of  its  meetings,  by  its  Secretary  and  executive  officer. 

Mumps  (Epidemic  Parotitis.) — (a)  Premises  on  or  in  which  the  case 
occurs  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  not  be  permitted  to 
attend  school  or  other  public  gatherings  and  shall  be  isolated  for  a 
minimum  period  of  fourteen  days  after  onset,  or  one  week  after  disap- 
pearance of  swelling,  or  longer  if  throat,  nose  or  ears  are  affected,  or 
orchitis,  etc.,  is  still  present. 

(c)  Susceptible  children  in  households  where  a  case  exists  shall  not 
attend  school. 

(d)  Terminal  disinfection  not  required. 

Plague  (Bubonic  or  Pneumonic.) — (a)  The  health  officer  having 
jurisdiction  in  any  case  shall  report  its  occurrence  immediately  by  wire 
to  the  State  Board  of  Health. 

(b)  Premises  on  or  in  which  the  case  occurs  shall  be  immediately 
placarded. 

(c)  All  members  of  the  household  in  which  the  case  exists  and  all 
contacts  shall  be  quarantined  until  all  danger  of  communicating  the 
infection  is  past. 

(d)  All  patients  ill  with  the  disease  shall  be  isolated. 

(e)  Concurrent  disinfection  must  be  practiced,  and  articles  subject 


*(Note — Where  laboratory  facilities  are  immediately  available  and  cultures  may  be 
transported  at  body  temperatures,  it  is  recommended  that  all  patients  and  contacts  be 
held  in  isolation  until  nose  and  throat  secretions  are  proven  to  be  free  from  menin- 
gococci or  diplococci  intracellularis. ) 
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to  contamination  shall  not  be  removed  from  room  or  building^  without 
special  instruction  or  permission  of  the  health  officer. 

(f)  Every  attention  shall  be  given  to  ridding  the  immediate  and 
adjacent  premises  of  fleas,  bed  bugs  or  other  vermin,  and  to  the  de- 
struction of  small  animals  and  rodents  which  may  be  such  insect  carriers. 

(g)  Patients,  contacts  or  possible  carriers  shall  be  subject  to  any 
special  or  additional  rules  prescribed  by  the  State  Board  of  Health  or 
its  Secretary. 

(h)  Terminal  renovation  and  fumigation  with  sulphur  dioxid  is 
required. 

Poliomyelitis. — (a)  Premises  on  or  in  which  cases  occur  shall  be 
placarded  and  quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  and  con- 
tact with  all  others  except  physician  and  caretaker  prohibited  for  a 
period  of  not  less  than  two  weeks  from  date  of  onset  and  until  the  tem- 
perature has  returned  to  normal. 

(c)  Persons  from  a  household  in  which  the  disease  exists  shall  not 
attend  school  or  places  of  public  assemblage  for  a  period  of  fourteen 
(14)  days  from  the  last  contact  with  the  patient '  which  date  shall  be 
determined  by  the  health  officer. 

(d)  Adult  wage-earners  of  the  household,  if  the  patient  is  properly 
isolated,  may  continue  their  vocations,  provided  their  employment  does 
not  bring  them  in  contact  with  children. 

(e)  Concurrent  disinfection  shall  be  practiced. 

(f)  The  sale  of  milk  or  food  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  restrictions  in  Rule  XVI. 

(g)  Terminal  disinfection  is  not  required  but  room  and  all  articles 
in  it  must  undergo  thorough  cleansing,  sunning  and  airing. 

(h)  In  event  the  disease  shall  assume  epidemic  proportions  these 
provisions  may  be  supplemented  by  the  State  Board  of  Health  or,  in 
the  interim  of  its  meetings,  by  its  Secretary  and  executive  officer. 

Scarlet  Fever  (Scarlatina.) — (a)  Premises  on  or  in  which  cases  oc- 
cur shall  be  placarded  and  quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  for  a 
minimum  period  of  twenty-eight  days  after  onset,  and  longer  if  dis- 
charges from  nose,  throat,  ears,  ulcers,  abscess  or  wounds  have  not 
ceased  and  if  temperature  has  not  been  restored  to  normal. 

(c)  All  persons  in  households  where  cases  exist  shall  be  confined 
to  the  premises.  Provided  that  if  such  persons  take  a  residence  else- 
where, they  may  be  released  from  quarantine  restrictions  after  an  isola- 
tion period  of  seven  days  from  last  contact. 

(d)  All  persons  exposed  through  contact  with  one  ill  with  the 
disease,  shall  be  quarantined  for  a  period  of  seven  days  from  date  of 
last  contact.  The  health  officer  shall  determine  what  constitutes  ex- 
posure or  contact. 

(e)  No  patient  or  person  in  contact  with  or  exposed  to  patient 
shall  be  permitted  to  handle  any  article  of  food  intended  for  public  con- 
sumption, sale  or  distribution  until  the  expiration  of  all  quarantine  or 
isolation  periods,  and  until  the  health  officer  shall  have  pronounced  said 
patient  or  other  person  to  be  non-infectious. 

The  sale  of  milk  or  foods  from  infected  premises  is  expressly  pro- 
hibited except  in  conformance  with  restrictions  in  Rule  XVI. 

(f)  Terminal  disinfection  is  required.  , 

Smallpox  (Variola.) — (a)  Premises  on  or  in  which  cases  occur  shall 
be  placarded. 

(b)    Patients  afflicted  with  the  disease  shall  not  attend  school  or 
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public  gatherings  and  shall  be  isolated  until  all  skin  lesions  are  com- 
pletely healed  and  scabs  or  scales  are  shed. 

(c)  All  persons  in  household  or  persons  exposed  to  the  disease 
who  have  not  had  the  disease  or  been  successfully  vaccinated  shall  be 
confined  to  the  premises  for  twenty-one  days  after  date  of  last  exposure, 
provided  that  if  all  non-immune  persons  shall  undergo  successful  vacci- 
nation and  refrain  from  contact  with  the  patient,  they  may  be  released 
from  such  restrictions. 

(d)  The  health  officer  shall  determine  as  to  what  constitutes  con- 
tact or  exposure,  and  successful  vaccination  in  each  individual  instance. 

(e)  The  sale  of  milk  or  food  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  the  restrictions  in  Rule  XVI. 

(f)  Whenever  smallpox  exists  or  is  threatened  in  any  school  dis- 
trict or  part  thereof,  the  State  Board  of  Health  (or,  in  the  interim  of 
its  meetings,  its  secretary  and  executive  officer)  may  direct  the  local 
or  county  health  officer  having  jurisdiction  to  prohibit  the  attendance 
at  school  in  any  such  district  or  part  thereof  for  a  period  of  twenty- 
five  days  after  the  appearance  of.  smallpox  of  any  and  all  pupils  and 
teachers  who  have  not  been  successfully  vaccinated. 

Should  new  cases  of  smallpox  continue  to  develop  in  such  school 
district  or  part  thereof,  after  the  expiration  of  twenty-five  days,  such 
order  may  be  renewed  for  another  period  of  twenty-five  days  or  so  many 
days  thereof  as  the  State  Board  of  Health  (or  its  secretary  and  execu- 
tive officer)  may  deem  necessary  in  order  to  control  the  epidemic. 

In  the  event  that  any  board  of  education  or  school  board  or  princi- 
pal or  teachers  in  any  school  district  or  part  thereof,  where  the  disease 
is  present,  shall  fail  to  co-operate  in  the  enforcement  of  such  order,  the 
school  may  be  ordered  to  be  closed,  and  in  extreme  cases,  church  services 
suspended  and  public  assemblao'es  of  people  at  shows,  circuses,  theaters, 
fairs  or  other  gatherings  prohibited. 

The  reports  of  physicians  or  of  local  or  county  health  officers  shall 
be  prima  facie  evidence  of  the  existence  of  the  disease  in  any  community. 

(g)  Local  or  county  boards  of  health  shall  have  authority  by  rule 
and  regulation  to  make  and  impose  any  additional  restrictions  or  meas- 
ures for  control  as  they  deem  fit. 

(h)  Terminal  disinfection  is  required. 

Rocky  Mountain  "Spotted"  or  "Tick"  Fever. — (a)  Inasmuch  as  "spot- 
ted" or  "tick"  fever  is  transmitted  only  through  the  bite  of  infected 
wood  ticks,  quarantine  and  placarding  of  premises  is  not  required. 

(b)  Patients  shall  be  isolated. 

(c)  Concurrent  disinfection  shall  be  practiced. 

(d)  Terminal  cleansing  of  patient's  room  and  contents  is  required. 

Trachoma. —  (a)  No  child  suffering  from  trachoma  shall  be  per- 
mitted to  attend  any  public,  private  or  parochial  school,  provided,  how- 
ever if  such  child  is  being  regularly  treated  by  a  physician  and  surgeon, 
he  may,  by  a  special  permit  from  the  local,  county  or  state  health  of- 
ficer, be  allowed  to  attend  school. 

(b)  Teachers  having  reason  to  believe  that  any  of  the  children 
under  their  care  are  suffering  from  trachoma  shall  notify  the  county 
and  local  health  officer  and  the  parents  of  said  child. 

(c)  Patients,  and  parents  of  children  having  the  disease  shall  be 
given  special  instructions  as  to  means  of  preventing  infection  of  others 
and  of  the  danger  of  the  use  of  common  towels,  wash  basins,  etc. 
Intimate  contact  by  the  patient  with  others  must  be  prohibited  and 
personal  hygiene  must  be  insisted  upon. 

Tuberculosis. —  (a)  Health  officers  shall  regard  all  reports  of  cases 
as  confidential,  not  open  to  general  public  inspection.  ^ 
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(b)  Placarding  or  quarantine  is  not  required  except  in  instances 
provided  for  by  paragraph  (c). 

(c)  When,  in  the  opinion  of  the  local  or  county  health  officer,  per- 
sons afflicted  with  tuberculosis  endanger  the  public  health  by  continu- 
ously and  repeatedly  ignoring  or  violating  sanitary  rules  and  restrictions 
imposed  by  this  regulation,  the  local  or  county  health  officer  shall 
placard  the  premises  so  that  the  public  may  be  warned  of  the  presence 
of  the  disease  in  such  persons  or  households. 

(d)  All  clinically  diagnosed  cases  of  tuberculosis  shall  be  regard- 
ed as  infectious  until  six  consecutive  specimens  at  48  hour  intervals 
properly  collected  and  examined  shall  prove  negative. 

(e)  In  all  known  infectious  cases  of  tuberculosis,  the  health  officer 
shall,  through  the  attending  physician,  and  if  no  attending  physician, 
then  personally,  insure  that  patients  and  their  attendants  are  supplied 
with  sanitary  instructions  furnished  by  the  State  Board  of  Health  for 
the  prevention  of  infection  of  others. 

(f)  All  sputum  of  such  cases  must  be  received  in  a  sputum  cup, 
or  cloth,  or  paper  napkin  that  can  be  burned.  All  surgical  dressings 
removed  from  a  tuberculosis  lesion  must  be  burned. 

(g)  All  hospitals  accepting  for  treatment  or  care,  any  person  suf- 
fering from  tuberculosis  shall  provide  separate  quarters,  rooms  or 
wards  for  such  cases,  and  such  quarters,  rooms  or  wards  shall  not  be 
used  for  the  treatment  or  care  of  persons  not  afflicted  with  tuberculosis, 
until  they  have  undergone  thorough  cleansing  and  disinfection. 

Where  tuberculosis  patients  are  committed  to  any  county  or  city 
hospital  or  county  home  or  farm,  provisions  for  their  care  must  be  pro- 
vided as  required  for  hospitals. 

In  all  such  hospitals  or  other  institutions  of  a  public  character 
where  persons  suffering  from  tuberculosis  are  received  for  care  or  treat- 
ment separate  bedding,  towels,  dishes  and  napery  must  be  provided 
for  such  persons,  and  must  at  all  times  be  kept  entirely  separate  from 
those  provided  for  other  patients. 

(h)  No  child,  janitor,  teacher  or  other  person  suffering  from  tuber- 
culosis in  a  communicable  or  infectious  form  shall  attend  frequent  or 
be  employed  in  any  public,  private  or  parochial  school.  In  the  event 
that  any  person  so  mentioned  is  believed  to  be  suffering  from  pulmonary 
or  laryngeal  tuberculosis,  the  local  or  county  health  officer  upon  receipt 
of  information  of  such  belief  shall  make  prompt  and  diligent  investiga- 
tion and  satisfy  himself  either  by  personal  examination  or  by  a  written 
certification  from  a  legally  qualified  physican  of  the  necessity  of  exclu- 
sion of  such  individual  from  school,  and  until  such  examination  or  certi- 
fication shall  be  made  the  individual  shall  be  excluded  from  school. 

(i)  No  person  afflicted  with  infectious  tuberculosis  shall  frequent 
any  establishment  or  engage  in  any  occupation  involving  the  manu- 
facture, preparation,  sale  or  distribution  of  food  products. 

Upon  receipt  of  information  or  belief  that  any  person  so  frequenting 
or  so  employed  is  afflicted  with  tuberculosis  the  local  or  county  health 
officer  in  whose  jurisdiction  the  case  exists  shall  require  such  person  to 
cease  such  frequenting  or  employment  until  by  personal  examination  or 
by  written  certification  from  a  legally  qualified  physician  the  health 
officer  is  satisfied  such  person  is  non-infectious. 

(j)  When  any  dwelling,  or  any  room  or  compartment  in  any  hotel, 
lodging  house  or  apartment  house  is  vacated  after  having  been  occupied 
by  any  person  suffering  from  tuberculosis,  such  dwelling,  room  or  com- 
partment shall  be  thoroughly  cleansed  and  disinfected. 

Typhoid  Fever  (Enteric  Fever.) — (a)  Premises  on  or  in  which  cases 
exist  shall  be  placarded. 

(b)    Patients  afflicted  with  the  disease  shall  be  isolated  as  far  as 
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is  practicable  until  recovery,  and  contact  with  any  but  necessary  nurse 
or  attendants  should  be  discouraged. 

(c)  No  restrictions  shall  apply  to  other  members  of  the  household, 
except  that  during  the  continuance  of  the  disease  upon  any  premises  no 
resident  of  such  premises  in  contact  with  the  patient  shall  be  permitted 
to  engage  in  the  handling  or  sale  of  milk  or  food  for  public  consump- 
tion or  distribution,  provided  however  that  if  persons  on  such  premises 
shall  take  up  a  residence  elsewhere  and  fail  to  develop  any  symptoms 
of  the  disease  within  three  weeks  from,  date  of  last  contact  they  may 
resume  occupations  which  may  involve  the  handling  of  food  products. 
The  health  officer  shall  determine  the  extent  of  exposure  and  contact. 

(d)  Patients  on  recovery  shall  not  engage  in  the  manufacture, 
preparation,  sale  or  distribution  of  milk  or  food  products  until  speci- 
mens of  intestinal  and  renal  excretions  submitted  to  the  hygienic  labora- 
tory of  the  State  Board  of  Health  as  per  its  requirements,  are  proven  to 
be  free  from  typhoid  bacilli. 

(e)  The  sale  of  milk  or  foods  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  Rule  XVI. 

(f)  Concurrent  disinfection  of  all  excreta  from  patients  must  be 
rigorously  performed.  The  health  officer  shall  charge  the  householder 
and  nursing  attendant  with  responsibility  of  performance  of  this  dis- 
infection. He  shall  see  that  each  householder  is  supplied  with  printed 
instructions  regarding  the  prevention  of  typhoid  fever  distributed  by  the 
State  Board  of  Health.  The  room  of  patient  shall  be  screened  and  every 
effort  made  to  exclude  flies. 

(g)  The  health  officer  shall  make  a  sanitary  inspection  or  survey 
of  all  premises  on  or  in  which  cases  of  typhoid  fever  exist  or  originate 
(and  should  also  make  a  sanitary  survey  of  the  city,  town  or  district 
involved)  and  if  he  shall  find  any  watercloset,  privy,  cesspool,  barn  or 
barn  yard  in  an  insanitary  condition  or  in  a  condition  contrary  to 
nuisance  regulations,  he  shall  immediately  order,  by  written  notice  the 
correction  of  such  conditions  by  the  person  responsible  for  their  main- 
tenance, and  shall,  if  necessary,  enforce  such  order  by  filing  of  com- 
plaint and  prosecution. 

(h)  Any  domestic  water  supply  shown  to  be  a  positive  or  probable 
source  of  infection  shall  not  be  used,  except  under  special  instructions 
or  orders  of  the.  health  officer,  and  if  in  the  belief  of  the  health  officer 
the  insanitary  surroundings  of  any  source  of  domestic  water  supply  are 
beyond  only  temporary  remedies,  he  shall  condemn  such  water  supply 
and  prohibit  its  further  use  until  it  is  proven  safe. 

(i)  Terminal  disinfection  of  patient's  room  and  contents  and  con- 
taminated articles  only  is  required. 

Typhus  Fever. — (a)  The  health  officer  having  jurisdiction  in  any 
case  shall  report  its  occurrence  immediately  by  wire  to  the  State  Board 
of  Health. 

(b)  Premises  on  or  in  which  the  case  occurs  shall  be  immediately 
placarded. 

(c)  All  members  of  the  household  in  which  the  case  exists,  and 
contacts  shall  be  immediately  quarantined  and  restricted  from  mingling 
with  others  until  the  danger  of  communicating  the  disease  is  past,  and 
until  deloused. 

(d)  All  patients  ill  with  the  disease  shall  be  isolated. 

(e)  Concurrent  disinfection  must  be  practiced,  and  all  articles  sub- 
ject to  contamination  shall  not  be  removed  from  room  or  building  with- 
out special  instruction  or  permission  of  the  health  officer. 

(f)  Every  attention  shall  be  given  to  ridding  the  immediate  and 
adjacent  premises  and  its  inhabitants  of  lice,  bed-bugs  and  other  vermin, 
and  to  prevent  access  of  vermin  to  patient. 

(g)  Patients,  contacts  or  carriers  shall  be  subject  to  any  special  or 
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additional  rules  prescribed  by  the  State  Board  of  Health  or  its  secretary. 

(h)  Terminal  renovation  and  fumigation  with  sulphur  dioxid  is 
required. 

Whooping  Cough  (Pertussis.) — (a)  Premises  on  or  in  which  cases 
occur  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  for  a 
period  of  not  less  than  five  weeks  from  date  of  onset,  or  until  one 
week  after  the  last  characteristic  paroxysmal  cough  or  "whoop,"  pro- 
vided, that  upon  receipt  of  a  signed  agreement  of  parent  or  guardian 
that  on  any  occasion  when  the  patient  shall  leave  the  premises  said 
patient  will  be  in  charge  of  an  adult  who  will  assume  full  responsibility 
of  preventing  contact  with  susceptibles,  and  that  patient  will  be  kept 
away  from  schools,  moving  picture  shows  or  other  places  of  public  as- 
semblage, the  health  officer  may  issue  written  permission  for  leaving  the 
premises  on  specified  occasions,  and  the  health  officer  may  in  his 
discretion  require  a  distinguishing  arm  band  in  addition  to  the  forego- 
ing requirements. 

(c)  Susceptibles  under  fourteen  years  of  age  in  any  household 
where  the  disease  exists  shall  not  be  permitted  to  attend  school  or  public 
gatherings  for  fourteen  days  after  last  exposure,  nor  shall  any  child 
leave  any  premises  where  the  disease  exists  without  permission  of  the 
health  officer  as  in  paragraph  (b). 

(d)  Terminal  disinfection  is  not  required. 

EULE  XXVIII. 

Leprosy  (Lepra.) — Leprosy  is  hereby  declared  to  be  a  communicable 
disease  and  is  therefore  ruled  to  be  subject  to  the  following  procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded  or  such 
notice  given  as  will  enable  the  public  to  know  of  the  existence  of  the 
disease  on  such  premises. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  and  may 
not  leave  the  premises  designated  for  his  or  her  sojourn  without  a 
written  permit  signed  by  the  local  or  county  health  officer  having 
jurisdiction,  which  written  permit  shall  be  approved  and  countersigned 
by  the  Secretary  of  the  State  Board  of  Health  or  his  duly  authorized 
agent. 

(c)  Members  of  the  household  not  afflicted  with  the  disease  shall 
be  restricted  to  the  premises  and  shall  not  leave  such  premises  without 
first  receiving  written  permission  from  the  local  or  county  health  of- 
ficer having  jurisdiction,  or  from  the  Secretary  of  the  State  Board  of 
Health,  or  his  duly  authorized  agent. 

(d)  Before  granting  permission  for  either  patient  or  members  of 
the  household  to  leave  the  premises,  the  local  or  county  health  officer 
or  Secretary  of  the  State  Board  of  Health  or  his  duly  authorized  agent, 
shall  be  satisfied  that  due  precautions  as  to  changes  of  clothing,  bath- 
ing, disinfection  of  the  person,  or  such  other  measures  as  may  be 
deemed  necessary  to  prevent  the  liability  of  infection  of  others,  have 
been  taken. 

(e)  No  person  shall  enter  or  leave  the  premises  on  which  a  leper 
is  confined  without  first  having  received  from  the  local  or  county  health 
officer  having  jurisdiction,  or  from  the  Secretary  of  the  State  Board 
of  Health  or  his  duly  authorized  agent,  a  written  permit  to  enter  or  leave 
such  premises,  and  such  local,  county  or  state  health  officer  may  pre- 
scribe and  require  such  precautions  in  regard  to  changes  of  clothing, 
bathing,  disinfection  of  person,  or  such  other  measures  as  he  may  deem 
necessary  to  prevent  the  liability  of  spread  of  infection. 

(f)  Patients  afflicted  with  leprosy  and  members  of  the  household 
in  which  cases  of  leprosy  may  exist  shall  be  supplied  by  the  Secretary 
of  the  State  Board  of  Health  with  information  as  to  the  commonly  be- 
lieved modes  of  transmission  of  the  disease,  and  with  instructions  as  to 
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sanitary  precautions  to  be  maintained  to  prevent  the  liability  of  the 
spread  of  infection  to  others. 

(g)  When  any  dwelling,  or  any  room  or  compartment  in  any  hotel, 
lodging  house  or  apartment  house  is  vacated  after  having  been  oc- 
cupied by  any  person  suffering  from  leprosy,  such  dwelling,  room  or 
compartment  shall  be  thoroughly  cleansed  and  disinfected. 

SPECIAL  RULE  XXIX. 

The  sale,  offering  for  sale,  manufacturing  or  importation  of  all  shav- 
ing burshes  made  from  horse  hair  is  hereby  prohibited. 


PART  III. 

The  Standard  Railway  Sanitary  Code,  approved  by  the  Conference 
of  State  and  Provincial  Officers  of  Health,  was  adopted  as  part  of  the 
Rules  of  the  Montana  State  Board  of  Health  on  April  7,  1927,  and  is  as 
follows : 


TRANSPORTATION  OF  PERSONS  HAVING 
COMMUNICABLE  DISEASES. 

Rule  1.  Persons  Not  Allowed  to  Travel. — No  person  knowing  or 
suspecting  himself  to  be  afflicted  with  plague,  cholera,  smallpox,  typhus 
fever,  or  yellow  fever  shall  apply  for,  procure,  or  accept  transportation 
in  any  railway  train,  car,  or  other  conveyance  of  a  common  carrier,  nor 
shall  any  person  apply  for,  procure,  or  accept  such  transportation  for 
any  minor,  ward,  patient,  or  other  person  under  his  charge  if  known 
or  suspected  to  be  so  afflicted. 

Rule  2.  Persons  Not  Accepted  for  Travel. — Common  carriers  shall 
not  accept  for  transportation  in  any  railway  train,  car,  or  other  convey- 
ance any  person  known  by  them  to  be  afflicted  with  any  of  the  diseases 
enumerated  in  Rule  1. 

Rule  3.  Restricted  Travel. — Common  carriers  shall  not  accept  for 
transportation  on  any  railway  train,  car,  or  other  conveyance  any  per- 
son known  by  them  to  be  afflicted  with  diphtheria,  measles,  scarlet 
fever,  epidemic  cerebrospinal  meningitis,  anterior  poliomyelitis,  mumps, 
whooping  cough,  influenza,  pneumonia,  epidemic  encephalitis,  septic 
sore  throat,  rubella,  or  chicken  pox,  or  any  person  known  to  be  a  carrier 
of  these  diseases,  unless  such  person  is  placed  in  a  compartment  separate 
from  other  passengers,  is  accompanied  by  a  properly  qualified  nurse  or 
other  attendant,  and  unless  such  nurse  or  attendant  shall  agree  to  com- 
ply and  does  so  comply  with  the  following  regulations: 

(a)  Communication  with  the  compartment  within  which  the  patient 
is  traveling  shall  be  restricted  to  the  minimum  consistent  with  the 
proper  care  and  safety  of  the  patient. 

(b)  All  dishes  and  utensils  used  by  the  patient  shall  be  placed  in  a 
5  per  cent  solution  of  carbolic  acid  or  other  fluid  of  equivalent  disinfect- 
ing value  for  at  least  one  hour  after  they  have  been  used  and  before  be- 
ing allowed  to  leave  the  compartment. 

(c)  All  sputum  and  nasal  discharges  from  the  patient  shall  be  re- 
ceived in  gauze  or  paper,  which  shall  be  deposited  in  a  paper  bag  or  in 
a  closed  vessel,  and  shall  be  destroyed  by  burning. 

(d)  Said  nurse  or  attendant  shall,  after  performing  any  service  to 
the  patient,  at  once  cleanse  the  hands  by  washing  them  in  a  2  per  cent 
solution  of  carbolic  acid  or  other  fluid  of  equivalent  disinfecting  value. 

Rule  4.  Typhoid  and  Dysentery. — Common  carriers  shall  not  accept 
for  transportation  on  any  railway  train,  car,  or  other  conveyance  any 
person,  known  by  them  to  be  afflicted  with  typhoid  fever,  para-typhoid 
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fever,  or  dysentery,  unless  said  person  is  placed  in  a  compartment 
separate  from  other  passengers,  is  accompanied  by  a  properly  qualified 
nurse  or  other  attendant,  and  unless  said  nurse  or  attendant  shall  agree 
to  comply  and  does  so  comply  with  the  following  regulations: 

(a)  Communication  with  the  compartment  in  which  the  patient  is 
traveling  shall  be  limited  to  the  minimum  consistent  with  the  proper 
care  and  safety  of  the  patient. 

(b)  All  dishes  and  utensils  used  by  the  patient  shall  be  placed  in  a 
5  per  cent  solution  of  carbolic  acid  or  other  fluid  of  equivalent  disinfect- 
ing value  for  at  least  one  hour  after  they  have  been  used  and  before 
being  allowed  to  leave  the  compartment. 

(c)  All  urine  and  feces  of  the  patient  shall  be  received  into  5  per 
cent  solution  of  carbolic  acid  or  other  fluid  of  equivalent  disinfecting 
value,  placed  in  a  covered  vessel,  thoroughly  mixed,  and  allowed  to 
stand  for  at  least  two  hours  after  the  last  addition  thereto  before  being 
emptied. 

(d)  A  sheet  of  rubber  or  other  impervious  material  shall  be  carried 
and  shall  be  spread  between  the  sheet  and  the  mattress  of  any  bed  that 
may  be  used  by  the  patient  while  in  transit. 

(e)  Said  nurse  or  attendant  shall  use  all  necessary  precautions  to 
prevent  the  access  of  flies  to  the  patient  or  his  discharges,  and  after 
performing  any  service  to  the  patient  shall  at  once  cleanse  the  hands  by 
washing  them  in  a  2  per  cent  solution  of  carbolic  acid  or  other  fluid  of 
equivalent  disinfecting  value. 

(f)  Provided,  That  if  a  person  with  typhoid  or  dysentery  is  pre- 
sented at  a  railway  station  in  ignorance  of  these  regulations  and  his 
transportation  is  necessary  as  a  life-saving  or  safeguarding  measure, 
an  emergency  may  be  declared  and  the  patient  may  be  carried  a  reason- 
able distance  in  a  baggage  car  if  accompanied  by  an  attendant  respons- 
ible for  his  care  and  removal:  Provided  also.  That  regulations  (a),  (b), 
(c),  (d),  and  (e)  of  this  section  shall  be  complied  with  in  so  far  as  the 
circumstances  will  allow,  and  that  all  bedding,  clothing,  rags,  or  cloths 
used  by  the  patient  shall  be  removed  with  him:  And  provided  further, 
That  any  parts  of  the  car  which  have  become  contaminated  by  any  dis- 
charges of  the  patient  shall  be  disinfected  as  soon  as  practicable,  but  not 
later  than  the  end  of  the  run,  by  washing  with  a>5  per  cent  solution  of 
carbolic  acid  or  other  fluid  of  equivalent  disinfecting  value. 

Rule  5.  Restricted  Application  for  Transportation. — No  person 
knowing  or  suspecting  himself  to  be  afflicted  with  any  of  the  diseases 
mentioned  in  rules  3  and  4  shall  apply  for,  procure,  or  accept  trans- 
portation in  any  railway  train,  car  or  other  conveyance  of  a  common 
carrier,  nor  shall  any  person  apply  for,  procure,  or  accept  such  trans- 
portation for  any  minor,  ward,  patient,  or  other  person  under  his 
charge  if  known  or  suspected  to  be  so  afflicted  unless  he  shall  have 
agreed  to  and  made  all  necessary  arrangements  for  complying,  and  does 
so  comply,  with  the  regulations  set  forth  in  said  rules  3  and  4. 

Rule  6.  Suspected  Cases. — If  a  conductor  or  other  person  in  charge 
of  a  railway  train,  car,  or  other  conveyance  of  a  common  carrier,  or  an 
agent  or  other  person  in  charge  of  a  railway  station,  shall  have  any 
reason  to  suspect  that  a  passenger  or  a  person  contemplating  passage 
is  afflicted  with  any  of  the  diseases  enumerated  in  rules  1,  3  and  4,  he 
shall  notify  the  nearest  health  officer,  or  company  physician  if  the 
health  officer  is  not  available,  by  the  quickest  and  most  practicable 
means  possible,  of  his  suspicion;  and  said  health  officer  or  physician 
shall  immediately  proceed  to  the  train,  car,  or  other  conveyance  at  the 
nearest  possible  point,  or  to  the  railway  station,  to  determine  whether 
such  disease  exists. 

Rule  7.  Disposition. — If  the  health  officer  or  physician,  as  provided 
for  in  rule  6,  shall  find  any  such  person  to  be  afflicted  with  any  of  the 
diseases  enumerated  in  rules  1,  3,  and  4,  he  shall  remove  such  person 
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from  the  station  or  conveyance,  or  shall  isolate  him  and  arrange  for  his 
removal  at  the  nearest  convenient  point;  shall  treat  the  car  or  other 
conveyance  as  infected  premises,  allowing  it  to  proceed  to  a  convenient 
place  for  proper  treatment  if  in  his  judgment  consistent  with  the  public 
welfare,  in  such  case  notifying  the  health  officer  in  whose  jurisdiction 
the  place  is  located;  and  shall  take  such  other  measures  as  will  protect 
the  public  health;  Provided,  That  if  not  prohibited  in  rules  1  and  2  of 
these  regulations  the  afflicted  person  so  found  may  be  allowed  to  con- 
tinue his  travel  if  arrangements  are  made  to  comply,  and  he  does  so 
comply,  with  the  requirements  of  the  rule  of  these  regulations  pertain- 
ing to  the  disease  with  which  he  is  afflicted. 

Rule  8.  Leprosy. — Common  carriers  shall  not  accept  for  transporta- 
tion nor  transport  in  any  railway  train,  car,  or  other  conveyance  any 
person  known  by  them  to  be  afflicted  with  leprosy,  unless  such  person 
presents  permits  from  the  Surgeon  General  of  the  United  States  Public 
Health  Service  or  his  accredited  representative,  and  from  the  state  de- 
partment of  health  of  the  States  from  which  and  to  which  he  is  travel- 
ing, stating  that  such  person  may  be  received  under  such  restrictions 
as  will  prevent  the  spread  of  the  disease,  and  said  restrictions  shall  be 
specified  in  each  instance;  and  no  person  knowing  or  suspecting  him- 
self to  be  afflicted  with  leprosy,  nor  any  person  acting  for  him,  shall 
apply  for,  procure,  or  accept  transportation  from  any  common  carrier 
unless  such  permits  have  been  received  and  are  presented,  and  unless 
the  person  so  afflicted  agrees  to  comply  and  does  so  comply  with  the 
restrictions  ordered.  If  any  agent  of  a  common  carrier  shall  suspect 
that  any  person  in  a  train,  car,  or  other  conveyance,  or  at  a  railway 
station,  is  afflicted  with  leprosy,  he  shall  proceed  as  directed  in  the  case 
of  other  suspected  diseases  in  rules  6  and  7  of  these  regulations. 

Rule  9.  Pulmonary  Tuberculosis. — Common  carriers  shall  not  accept 
for  transportation  any  person  known  by  them  to  be  afflicted  with  pul- 
monary tuberculosis  in  a  communicable  stage  unless  said  person  is  pro- 
vided with  (a)  a  sputum  cup  made  of  impervious  material  and  so  con- 
structed as  to  admit  of  being  tightly  closed  when  not  in  use,  (b)  a 
sufficient  supply  of  gauze,  papers,  or  similar  articles  of  the  proper  size 
to  cover  the  mouth  and  nose  while  coughing  or  sneezing,  (c)  a  heavy 
paper  bag  or  other  tight  container  for  receiving  the  soiled  gauze,  paper, 
or  similar  articles;  and  unless  such  person  shall  obligate  himself  to  use 
the  articles  provided  for  in  the  manner  intended,  and  to  destroy  said 
articles  by  burning  or  to  disinfect  them  by  immersing  for  at  least  one 
hour  in  a  5  per  cent  solution  of  carbolic  acid  or  other  solution  of 
equivalent  disinfecting  value;  nor  shall  any  person  knowing  himself  to 
be  so  afflicted  apply  for,  procure,  or  accept  transportation  unless  he 
shall  have  agreed  to  and  made  all  necessary  arrangements  for  comply- 
ing and  does  so  comply  with  the  regulations  as  set  forth  in  this  section. 

Rule  10.  Conveyances  Vacated  by  Infected  Persons. — Immediately 
after  vacation  by  a  person  having  any  of  the  diseases  mentioned  in  rules 
1,  3,  4,  and  8,  any  berth,  compartment,  or  stateroom  should  be  closed 
and  not  again  occupied  until  properly  cleaned  and  disinfected,  and  all 
bedding,  blankets,  and  linen  in  any  such  space  should  be  laundered  or 
otherwise  thoroughly  cleaned  and  disinfected  before  being  again  used. 


II.  WATER  AND  ICE  SUPPLIES. 

Rule  11.  Water  to  Be  Certified. — Water  provided  by  common  car- 
riers for  drinking  or  culinary  purposes  in  railway  trains,  cars,  or  other 
conveyances  or  in  railway  stations  shall  be  taken  from  supplies  certified 
by  the  United  States  Public  Health  Service  as  meeting  the  required 
standards  of  purity  and  safety  prescribed  by  the  Interstate  Quarantine 
Regulations  of  the  United  States. 

Rule  12.    Ice. — Ice  used  for  cooling  water  provided  as  in  rule  11  shall 
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be  clear,  natural  ice,  ice  made  from  distilled  water,  or  ice  made  from 
water  certified  as  aforesaid;  and  before  the  ice  is  put  into  the  water  it 
shall  be  washed  with  water  of  known  safety  and  handled  in  such  manner 
as  to  prevent  its  becoming  contaminated  by  the  organisms  of  infectious 
diseases;  Provided,  That  the  foregoing  shall  not  apply  to  ice  that  does 
not  come  in  contact  with  the  water  to  be  cooled. 

Rule  13.  Water  Containers. — Water  containers  in  newly  constructed 
cars  shall  be  so  constructed  that  ice  for  cooling  does  not  come  in  con- 
tact with  the  water  to  be  cooled;  Provided,  That  after  July  1,  1927,  all 
water  containers  in  cars  and  stations  shall  be  so  constructed  that  ice 
does  not  come  in  contact  with  the  water. 

Rule  14.  Care  of  Water  Containers. — All  water  containers  where 
water  and  ice  are  put  into  the  same  compartment  shall  be  thoroughly 
cleansed  at  least  once  in  each  week  that  they  are  in  use.  All  water 
containers  and  water  storage  tanks  shall  be  thoroughly  drained  and 
flushed  at  intervals  of  not  more  than  one  month. 

Rule  15.  Filling  Water  Containers. — Portable  hose  or  tubing  that 
is  used  for  filling  drinking  water  containers,  or  car  storage  tanks  from 
which  such  containers  are  filled,  shall  have  smooth  metal  nozzles, 
which  shall  be  protected  from  dirt  and  contamination,  and  before  the 
free  end  or  nozzle  of  said  hose  or  tubing  is  put  into  the  water  con- 
tainer or  car  storage  tank  it  shall  be  flushed  and  washed  by  a  plentiful 
stream  of  water. 


III.  CLEANING  AND  DISINFECTION  OF  CARS. 

Rule  16.  General. — All  railway  passenger  cars  or  other  public  con- 
veyances shall  be  kept  in  a  reasonably  clean  and  sanitary  condition  at 
all  times  when  they  are  in  service,  to  be  insured  by  mechanical  clean- 
ing at  terminals  and  layover  points. 

Rule  17.  Cleaning. — All  day  coaches,  parlor  cars,  buffet  cars,  din- 
ing cars,  and  sleeping  cars  shall  be  brushed,  swept,  and  dusted  at  the 
end  of  each  round  trip,  or  at  least  once  in  each  day  they  are  in  service, 
and  shall  be  thoroughly  cleaned  at  intervals  of  not  more  than  seven 
days. 

Rule  18.  Thorough  Cleaning. — Thorough  cleaning  shall  consist  of 
scrubbing  the  exposed  floors  with  soap  and  water;  similarly  scrubbing 
the  toilets  and  toilet-room  floors;  wiping  down  the  woodwork  with 
moist  or  oiled  cloths;  thorough  dusting  of  upholstery  and  carpets  by 
beating  and  brushing,  or  by  means  of  the  vacuum  process  or  compressed 
air;  washing  or  otherwise  cleaning  windows;  and  the  thorough  airing 
of  the  car  and  its  contents. 

Rule  19.  Odors  in  Cars. — When  offensive  odors  appear  in  toilets  or 
other  parts  of  the  car  which  are  not  obliterated  and  removed  by  clean- 
ing as  in  rule  18,  said  toilets  or  other  parts  of  the  car  shall  be  treated 
with  a  1  per  cent  solution  of  formaldehyde  or  other  odor-destroying 
substance. 

Rule  20.  Vermin  in  Cars. — Whenever  a  car  is  known  to  have  become 
infested  with  bedbugs,  lice,  fleas,  or  mosquitoes,  such  car  shall  be  so 
treated  as  to  effectively  destroy  such  insects,  and  it  shall  not  be  used 
in  service  until  such  treatment  has  been  given. 


IV.  CARS  IN  SERVICE. 

Rule  21.  Cleaning. — The  cleaning  of  cars  while  occupied  shall  be 
limited  to  the  minimum  consistent  with  the  maintenance  of  cleanly 
conditions,  and  shall  be  carried  out  so  as  to  cause  the  least  possible 
raising  of  dust  or  other  annoyance  to  passengers. 
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Rule  22.  Sweeping. — Dry  sweeping  of  the  interior  of  a  car  in 
transit  with  an  ordinary  broom  is  prohibited. 

Rule  23.  Dusting. — Dry  dusting  of  the  interior  of  a  car  in  transit 
is  prohibited. 

Rule  24.  Brushing. — The  brushing  of  passengers'  clothing  in  the 
body  of  the  car  in  transit  is  prohibited. 

Rule  25.  Drinking  Cups. — Individual  drinking  cups  in  sufficient 
number  shall  be  supplied  in  all  cars,  and  the  use  of  common  drinking 
cups  is  prohibited. 

Rule  26.  Towels. — The  supplying  of  roller  towels  or  other  towels  for 
common  use  in  cars  is  prohibited. 

Rule  27.  Comb  and  Brush. — The  supplying  of  combs  and  brushes  for 
common  use  in  cars  is  prohibited. 

Rule  28.  Spitting. — Spitting  on  the  floors,  carpets,  walls,  or  other 
parts  of  cars  by  passengers  or  other  occupants  of  them  is  prohibited. 

Rule  29.  Cuspidors. — An  adequate  supply  of  cuspidors  shall  be  pro- 
vided in  all  sleeping  cars,  smoking  cars,  and  smoking  compartments  of 
cars  while  in  service.  Said  cuspidors  shall  be  cleaned  at  the  end  of  each 
trip,  and  oftener  if  their  condition  requires. 

Rule  30.  Brushing  of  Teeth. — Spitting  or  blowing  the  nose  into  or 
brushing  the  teeth  over  wash  basins  in  cars  is  prohibited.  Separate 
basins  for  brushing  the  teeth  shall  be  provided  in  the  wash  rooms  of 
sleeping  cars. 

Rule  31.  Drinking  Water  and  Ice. — Drinking  water  and  ice  on 
railway  cars  shall  be  supplied  in  accordance  with  the  conditions  set 
forth  in  rules  11,  12,  13,  14,  and  15  of  these  regulations. 

Rule  32.  Ventilation  and  Heating. — All  cars  when  in  service  shall 
be  provided  with  an  adequate  supply  of  fresh  air,  and  in  cold  weather 
shall  be  heated  so  as  to  maintain  comfort.  When  artificial  heat  is 
necessary,  the  temperature  should  not  exceed  70  degrees  F.,  and  in 
sleeping  cars  at  night  after  passengers  have  retired  it  should  not  ex- 
ceed 60  degrees  F. 

Rule  33.  Toilets  in  Cars. — A  proper  toilet  room  and  lavatory  shall 
be  provided  in  all  railway  passenger  cars  for  the  use  of  their  occupants. 
Such  toilet  shall  be  supplied  with  toilet  paper,  soap,  and  free  or  pay 
clean  towels,  and  shall  be  kept  in  a  clean  and  sanitary  condition. 

Rule  34.  Toilets  to  Be  Locked. — The  toilet  rooms  in  all  railway  cars 
shall  be  locked  or  otherwise  protected  from  use  while  trains  are  stand- 
ing at  stations,  passing  through  cities,  or  passing  over  watersheds 
draining  into  reservoirs  furnishing  domestic  water  supplies,  unless 
adequate  watertight  containers  are  securely  placed  under  the  discharge 
pipe.  The  State  health  authority  having  jurisdiction  shall  designate 
the  area  of  watersheds  that  may  be  affected  by  pollution  from  railroads 
and  shall  notify  the  managing  officers  of  railroads  as  to  the  points 
between  which  all  toilets  shall  be  locked. 

Rule  35.  Lavatories  in  Dining  Cars. — A  proper  lavatory  shall  be 
provided  in  all  dining  cars  for  the  use  of  dining  car  employes,  and  the 
same  shall  be  supplied  with  toilet  paper,  S"oap,  and  clean  towels,  and 
shall  be  kept  in  a  clean  and  sanitary  condition.  Such  toilet  room  shall 
have  no  direct  connection  with  the  kitchen,  pantry,  or  other  place  where 
food  is  prepared.  The  word  "dining  car"  as  used  in  these  regulations 
shall  be  held  to  include  all  cars  in  which  food  is  prepared  and  served. 

Rule  36.  Dining  Cars  to  Be  Screened. — Dining  cars  shall  be  screened 
against  the  entrance  of  flies  and  other  insects,  and  it  shall  be  the  duty 
of  dining  car  employees  to  destroy  flies  or  other  insects  that  may  gain 
entrance. 

Rule  37.    Dining  Car  Employees  to  Cleanse  Hands. — Dinine  car  em- 
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ployees  shall  thoroughly  cleanse  their  hands  by  washing  with  soap  and 
water  after  using  a  toilet  or  urinal  and  immediately  before  beginning 
service. 

Rule  38.  Care  of  Tableware. — All  cooking,  table,  and  kitchen 
utensils,  drinking  glasses,  and  crockery  used  in  the  preparation  or  serv- 
ing of  food  or  drink  in  dining  cars  shall  be  thoroughly  washed  in  boil- 
ing water  and  suitable  cleansing  material  after  each  time  they  are  used. 

Rule  39.  Food  Containers. — Refrigerators,  food  boxes,  or  other  re- 
ceptacles for  the  storing  of  fresh  food  in  dining  and  buffet  cars  shall 
be  emptied  and  thoroughly  washed  with  soap  and  hot  water  at  least  once 
in  each  seven  days  that  they  are  in  use. 

Rule  40.  Food  and  Milk. — No  spoiled  or  tainted  food,  whether  cooked 
or  uncooked,  shall  be  served  in  any  dining  car;  and  no  milk  or  milk 
products  shall  be  served  unless  the  milk  has  been  pasteurized  or  boiled. 

Rule  41.  Garbage. — Garbage  cans  in  sufficient  number  and  with 
suitable  tight-fitting  covers  shall  be  provided  in  dining  cars  to  care  for 
all  refuse  food  and  other  wastes,  and  such  wastes  shall  not  be  thrown 
from  the  car  along  the  right-of-way. 

Rule  42.  Dining  Car  Inspection. — The  person  in  charge  of  the  din- 
ing car  shall  be  responsible  for  compliance  with  all  dining  car  regula- 
tions, and  he  shall  make  an  inspection  of  the  car  each  day  for  the  pur- 
pose of  maintaining  a  rigorous  cleanliness  in  all  portions  thereof. 

Rule  43.  Examination  of  Food  Handlers. — No  person  shall  serve  as  a 
cook,  waiter,  or  in  any  other  capacity  in  the  preparation  or  serving  of 
food  in  a  dining  car  who  is  known  or  suspected  to  have  any  dangerous 
communicable  disease.  All  persons  employed  for  such  service  shall 
undergo  a  physical  examination  by  a  competent  physician  before  being 
assigned  to  service,  and  before  returning  to  work  after  any  disabling 
illness,  and  at  such  other  times  during  their  service  as  may  be  neces- 
sary to  determine  their  freedom  from  such  diseases,  and  shall  be  im- 
mediately relieved  from  service  if  found  to  be  so  afflicted. 


V.  RAILWAY  STATIONS. 

Rule  44.  General. — All  railway  stations,  including  their  waiting 
rooms,  lunch  rooms,  restaurants,  wash  rooms,  and  toilets,  shall  be  kept 
in  a  clean  and  sanitary  condition  at  all  times,  to  be  insured  by  mech- 
anical cleaning  at  regular  intervals. 

Rule  45.  Cleaning. — All  waiting  rooms  and  other  rooms  used  by  the 
public  shall  be  swept  and  dusted  daily;  and  at  intervals  of  not  more 
than  seven  days  the  floors  shall  be  scrubbed  with  soap  and  water,  and 
the  seats,  benches,  counters,  and  other  woodwork  shall  be  similarly 
scrubbed,  or  shall  be  rubbed  down  with  a  cloth  moistened  with  oil. 

Rule  46.  Sweeping. — If  sweeping  is  done  while  rooms  are  occupied 
or  open  to  occupancy  by  patrons,  the  floors  shall  be  first  sprinkled  with 
wet  sawdust  or  other  dust-absorbing  material. 

Rule  47.  Dusting. — If  dusting  is  done  while  roooms  are  occupied  or 
open  to  occupancy  by  patrons,  it  shall  be  done  only  with  cloths  moistened 
with  water,  oil,  or  other  dust-absorbing  material. 

Rule  48.  S'pitting. — Spitting  on  the  floors,  walls,  seats,  or  platforms 
of  railway  stations  is  prohibited. 

Rule  49.  Cuspidors. — In  all  waiting  rooms  where  smoking  is  permit- 
ted an  adequate  supply  of  cuspidors  shall  be  provided;  such  cuspidors 
shall  be  cleaned  daily,  and  oftener  if  their  condition  requires. 

Rule  50.  Common  Cups. — Individual  drinking  cups  in  sufficient 
number  shall  be  supplied  in  all  stations,  and  the  use  of  common  drinking 
cups  is  prohibited. 
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Rule  51.  Common  Towels. — The  supplying  of  roller  towels  or  other 
towels  for  common  use  in  railway  stations  is  prohibited. 

Rule  52.  Combs  and  brushes. — The  supplying  of  combs  and  brushes 
for  common  use  in  railway  stations  is  prohibited. 

Rule  53.  Toilet  facilities. — All  railway  stations  where  tickets  are 
sold  shall  provide  adequate  toilet  facilities,  of  a  design  approved  by  the 
State  Department  of  Health,  for  the  use  of  patrons  and  employees;  and 
there  shall  be  separate  toilets  for  each  of  the  two  sexes. 

Rule  54.  Station  toilets. — If  a  railway  station  is  located  within  300 
feet  of  a  public  sewer,  water-flushing  toilets  shall  be  installed  and 
permanently  connected  with  such  sewer,  and  a  wash  basin  or  basins  shall 
be  located  near  the  toilet  and  similarly  connected;  and  such  toilets  and 
lavatories  shall  be  kept  in  repair  and  in  good  working  order  at  all  times. 

Rule  55.  Care  of  toilets. — All  toilets  installed  as  set  forth  in  rule  54 
shall  be  cleaned  daily  by  scrubbing  the  floors,  bowls  and  seats  with  soap 
and  water. 

Rule  56.  Odors  in  toilets. — When  offensive  odors  appear  in  toilets 
which  are  not  obliterated  and  removed  by  cleaning  as  in  rule  55,  said 
toilets  shall  be  treated  with  a  2  per  cent  solution  of  formaldehyde  or 
other  odor-destroying  substance. 

Rule  57.  Toilet  supplies. — Toilets  and  wash  rooms  installed  as  set 
forth  in  rule  54  shall  be  constantly  furnished  with  an  adequate  supply 
of  toilet  paper,  soap,  and  free  or  pay  clean  towels. 

Rule  58.  Privies. — If  no  sewer  connection  is  available  as  set  forth 
in  rule  54,  a  sanitary  privy  of  a  design  approved  by  the  State  Depart- 
ment of  Health  shall  be  maintained  within  a  reasonable  distance  from 
the  station.  Such  privy  shall  be  adequately  protected  against  the  en- 
trance of  flies,  shall  be  kept  supplied  with  toilet  paper,  the  seats  shall  be 
kept  clean,  and  the  vaults  shall  be  treated  with  sodium  hydrate  or  other 
approved  disinfectant  at  least  once  in  each  week  and  shall  be  cleaned 
out  and  emptied  at  such  intervals  as  will  avoid  the  development  of  a 
nuisance. 

Rule  59.  Drinking  water  and  ice. — Drinking  water  and  ice  in  railway 
stations  shall  be  supplied  in  accordance  with  rules  11,  12,  13,  14  and  15 
of  these  regulations. 

Rule  60.  Water  not  usable  for  drinking. — If  water  which  does  not 
conform  to  the  standards  set  forth  in  rule  11  of  these  regulations  is 
available  at  any  tap  or  hydrant  or  in  a  railway  station,  a  notice  shall  be 
maintained  on  each  such  tap  or  hydrant  which  shall  state  in  prominent 
letters,  "Not  fit  for  drinking." 

Rule  61.  Drinking  fountains. — If  drinking  fountains  of  the  bubbling 
type  are  provided  in  any  railway  station,  they  shall  be  so  made  that  the 
drinking  is  from  a  free  jet  projected  at  an  angle  to  the  vertical  and  not 
from  a  jet  that  is  projected  vertically  or  that  flows  through  a  filled  cup 
or  bowl. 

Rule  62.  Refuse  cans. — At  all  railway  stations  where  there  is  an 
agent  there  shall  be  provided  and  maintained  an  adequate  supply  of  open 
or  automatically  closing  receptacles  for  the  deposition  of  refuse  and 
rubbish,  and  such  receptacles  shall  be  emptied  daily  and  kept  reasonably 
clean  and  free  from  odor. 

Rule  63.  Cisterns,  cesspools,  etc. — All  cisterns,  water-storage  tanks, 
and  cesspools  in  or  about  railway  stations  shall  be  adequately  screened 
against  the  entrance  of  mosquitoes,  and  all  collections  of  surface  water 
on  station  property  shall  be  drained  or  oiled  during  the  season  of  mos- 
quito flight,  to  prevent  the  breeding  of  mosquitoes. 

Rule  64.  Restaurants  to  be  screened. — All  restaurants  and  lunch 
rooms,  or  other  places  where  food  is  prepared  or  served  in  a  railway 
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station,  shall  have  doors  and  windows  adequately  screened  against  the 
entrance  of  flies  during  the  season  of  flight  of  these  insects;  and  all 
food  on  display  or  storage  racks  shall  be  adequately  covered. 

Rule  65.  Lavatories  for  restaurants. — A  lavatory  of  easy  and  con- 
venient access  shall  be  provided  for  the  use  of  employees  in  every  res- 
taurant or  lunch  room  in  any  railway  station,  and  it  shall  be  provided 
with  an  adequate  supply  of  water,  soap,  and  clean  towels. 

Rule  66.  Restaurant  employees. — Restaurant  employees  who  are 
engaged  in  the  preparing  or  serving  of  food  shall  thoroughly  cleanse 
their  hands  by  washing  with  soap  and  water  after  using  a  toilet  or  urinal 
and  immediately  before  beginning  service. 

Rule  67.  Kitchen  and  table  utensils. — All  cooking,  table,  and  kitchen 
utensils,  drinking  glasses  and  crockery  used  in  the  preparation  or 
serving  of  food  or  drink  in  railway  restaurants  or  lunch  rooms  shall  be 
thoroughly  washed  in  boiling  water  and  suitable  cleansing  material  after 
each  time  they  are  used. 

Rule  68.  Food  containers. — Refrigerators,  food  boxes,  or  other  recep- 
tacles for  the  storing  of  fresh  food  in  railway  restaurants  or  lunch  rooms 
shall  be  emptied  and  thoroughly  washed  with  soap  and  hot  water  at 
least  once  in  each  seven  days  that  they  are  in  use. 

Rule  69.  Garbage. — Garbage  cans  in  sufficient  number  and  with 
suitable  tight-fitting  covers  shall  be  provided  in  all  restaurants  and 
lunch  rooms  to  care  for  all  refuse  food  and  other  wastes,  and  such  cans 
shall  be  emptied  daily  in  an  approved  place  and  kept  in  a  clean  and 
sanitary  condition. 

Rule  70.  Restaurant  inspection. — The  manager,  chief,  or  other  person 
in  charge  of  any  railway  restaurant  or  lunch  room  shall  be  responsible 
for  compliance  with  all  regulations  pertaining  thereto,  and  he  shall 
make  an  inspection  of  the  premises  daily  for  the  purpose  of  maintaining 
a  rigorous  cleanliness  in  all  parts  thereof. 

Rule  71.  Station  inspection. — The  agent,  manager,  or  other  person 
in  charge  of  any  railway  station  shall  be  responsible  for  compliance  with 
all  regulations  pertaining  thereto,  and  he  shall  make,  or  have  made  by 
a  responsible  person  reporting  to  him,  frequent  inspections  of  the  prem- 
ises for  the  purpose  of  maintaining  a  rigorous  compliance  with  all  such 
regulations. 

Rule  72.  Examination  of  food  handlers. — No  person  shall  serve  as  a 
cook,  waiter,  or  in  any  other  capacity  in  the  preparation  or  serving  of 
food  in  a  railway  restaurant  or  lunch  room  who  is  known  or  suspected 
to  have  any  dangerous  communicable  disease.  All  persons  employed  for 
such  service  shall  undergo  a  physical  examination  by  a  competent  phy- 
sician before  being  assigned  to  service,  and  before  returning  to  work 
after  any  disabling  illness,  and  at  such  other  times  during  their  service 
as  may  be  necessary  to  determine  their  freedom  from  such  diseases, 
and  shall  be  immediately  relieved  from  service  if  found  to  be  so  af- 
flicted. 


PART  IV. 
SANITARY  REQUIREMENTS. 
RULE  I. 

Health  Officers  to  Inspect  Public  Buildings. — It  shall  be  the  duty  of 
each  local  or  county  health  officer  to  make  at  least  one  annual  inspection 
of  all  school  buildings,  churches,  theaters  and  other  public  buildings 
within  his  jurisdiction,  and  at  such  other  times  as  he  may  deem  neces- 
sary or  when  he  may  be  directed  so  to  do  by  the  State  Board  of  Health 
or  its  executive  officer,  and  if  any  school  site,  school  room  or  other  public 


—43— 


building,  or  part  thereof,  is  found  in  such  insanitary  condition  as  to  en- 
danger the  health  or  lives  of  those  who  attend  school  therein,  or  frequent 
the  same,  the  health  officer  shall  order  the  school  closed  or  the  use  of 
any  other  public  building  discontinued  or  restricted  until  such  insanitary 
condition  has  been  removed  or  corrected. 

RULE  II. 

Sanitary  Requirements  for  School  Sites  and  Schoolhouses. 

(a)  School  Sites. — All  school  sites  shall  be  well  drained  and  main- 
tained in  a  sanitary  condition  subject  to  the  approval  of  the  State, 
county  or  local  health  officer. 

(b)  Plans  to  Be  Submitted  for  Approval. — All  schoolhouses  here- 
after erected,  repaired  or  enlarged  in  any  school  district  at  an  expense 
which  shall  exceed  five  hundred  ($500.00)  dollars  must  conform  to  the 
following  requirements,  and  plans  and  specifications  showing  in  detail 
the  ventilation,  lighting  and  heating  of  such  buildings,  shall  be  submit- 
ted for  approval  to  the  State  Board  of  Health.  These  rules  shall  also 
apply  to  all  school  buildings  now  erected  in  towns  of  1000  or  more  inhab- 
itants. 

Accompanying  the  plans  and  specifications  and  in  addition  to  them 
there  shall  be  submitted  a  brief  but  clear  and  concise  statement  setting 
forth  the  details  of  lighting,  heating  and  ventilation,  giving  total  area 
of  glass,  proportion  of  glass  area  to  floor  area,  use  to  which  rooms  are 
to  be  put;  type  of  heater;  means  of  delivering  heat  to  rooms;  means  of 
admitting  fresh  air  and  venting  foul  air.  There  shall  be  submitted  also 
any  illustrative  or  descriptive  material  necessary  to  make  the  point 
clearer. 

(c)  Heating. — The  heating  plant  must  be  of  such  character  that  the 
temperature  of  the  room  or  rooms  can  easily  be  kept  at  70  degrees 
during  the  most  severe  weather. 

(d)  Lighting. — The  light  shall  come  from  the  left  or  from  the  left 
and  rear  of  each  school  room  and  the  window  space  shall  be  not  less 
than  one-seventh  of  the  floor  space  of  each  room.  Windows  must  come 
to  within  one  foot  of  ceiling  and  no  blackboards  shall  be  placed  between 
windows. 

If  any  window  type  of  ventilator  is  used  which  reduces  the  glass  area 
below  the  required  one-seventh  of  the  floor  area,  the  glass  area  shall 
be  increased  to  this  amount. 

(e)  Ventilation. — There  shall  be  ample  provision  for  fresh  air  inlets, 
either  by  suitable  window  ventilators  or  other  means  and  ample  means 
for  exhausting  foul  air  from  the  rooms.  No  foul  air  ducts  shall  termin- 
ate in  the  attic  but  they  shall  be  carried  through  the  roof  either  sepa- 
rately or  after  being  united  in  a  suitable  way.  Any  system  of  window 
ventilation  specified  shall  be  such  as  to  prevent  direct  drafts  of  cold  air 
in  the  room. 

(f)  Water  Supply. — School  boards  or  boards  of  education  shall  pro- 
vide each  school  premise  with  a  wholesome  and  pure  water  supply  free 
from  contamination.  Where  water  from  mains  is  supplied  sanitary 
drinking  fountains  must  be  provided.  The  use  of  common  drinking  cups 
or  buckets  is  prohibited,  but  containers  which  conform  to  requirements 
in  Rule  III,  Part  IV  of  these  regulations  are  permissible. 

(g)  Toilets. — Where  a  sewage  disposal  plant  is  available  all  toilets 
or  water-closets  must  be  connected  with  sewers,  and  fitted  with  sanitary 
plumbing  all  exposed.  All  toilet  rooms  must  be  well  lighted  and  pro- 
vided with  ventilators  distinct  from  those  connected  with  the  school 
room  or  corridors.  Toilets  must  be  kept  in  a  sanitary  condition  and 
walls  free  from  filth  and  obscene  defacing  marks  or  writings. 

(h)  Privies. — Except  it  be  water  tight,  no  school  nrivy  or  water 
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closet  shall  be  located  within  100  feet  of  any  well  or  cistern  and  it  must 
be  so  located  that  surface  drainage  or  seepage  therefrom  will  not  reach 
the  well  or  cistern.  All  school  privies  or  water  closets  shall  be  main- 
tained in  a  sanitary  condition,  light,  fly  and  draft  proof  and  walls  of 
buildings  must  be  kept  free  from  filth  or  obscene  marks  or  writings. 

(i)  Vestibules. — No  one  and  two  room  school  houses  shall  be  erected 
without  a  vestibule  of  reasonable  size. 

(j)  Living  Quarters. — No  teacher  or  other  person  shall  occupy  as 
living  quarters  any  class  room  or  other  rooms  devoted  to  school  purposes. 

RULE  III. 

(a)  Common  Drinking  Cups  Prohibited. — No  person,  firm  or  corpora- 
tion conducting,  having  charge  of,  or  control  of,  any  hotel,  restaurant, 
pool  hall,  soda  fountain,  store,  theater,  public  hall,  public  or  private 
school,  church,  hospital,  club,  office  building,  park,  playground,  lavatory 
or  wash  room,  barber  shop,  railroad  train,  boat,  or  any  other  public  place, 
building,  room  or  conveyance,  shall  provide  or  expose  for  common  use, 
or  permit  to  be  so  provided  or  exposed,  or  allow  to  be  used  in  common, 
any  cup,  glass,  or  other  receptacle  used  for  drinking  purposes. 

(b)  Common  Use  Defined. — For  the  purpose  of  this  rule  the  term 
"common  use"  when  applied  to  a  drinking  receptacle  shall  be  defined 
as  its  use  for  drinking  purposes  by,  or  for,  more  than  one  person  with- 
out its  being  thoroughly  cleansed  and  sterilized  between  consecutive 
uses  thereof;  provided,  that  nothing  in  this  act  is  to  be  construed  as 
prohibiting  the  use  of  cups  or  devices  for  individual  use  only. 

(c)  Common  Water  Containers  Prohibited. — No  cask,  water  cooler 
or  other  receptacle  shall  be  used  for  storing  or  supplying  drinking  water 
to  the  public  or  to  employes  unless  it  is  covered  and  protected  so  as  to 
prevent  persons  from  dipping  the  water  therefrom  or  contaminating  the 
same. 

RULE  IV. 

(a)  Common  Towels  Prohibited. — No  person,  firm  or  corporation 
conducting,  operating,  having  charge  of,  or  control  of,  any  hotel,  restau- 
rant, factory,  store,  barber  shop,  office  building,  school,  public  hall,  rail- 
road train,  railway  station,  boat,  or  any  other  public  place,  room  or  con- 
veyance, shall  maintain  or  keep  in  or  about  any  such  place  any  towel 
for  common  use;  provided,  however,  that  nothing  in  this  rule  shall  pre- 
vent the  use  of  the  continuous  roller  towel  cabinets. 

(b)  Common  Use  Defined. — For  the  purpose  of  this  rule  the  term 
"common  use"  when  applied  to  a  towel  shall  be  defined  as  its  use  hy,  or 
for,  more  than  one  person  without  its  being  laundered. 

RULE  V. 

"Sale  of  Sewage  Irrigated  Vegetables  Prohibited." — Since  the  use  of 
vegetables  from  sewage  irrigated  farms  may  be  a  factor  in  the  trans- 
mission of  typhoid  fever,  the  sale  of  all  vegetables  grown  on  farms  irri- 
gated with  human  sewage  is  prohibited. 

RULE  VL  • 

(a)  Disposal  of  Human  Excreta  in  Towns  and  Cities. — All  human 
excreta  in  towns  and  cities  (incorporated  or  unincorporated)  must  be  dis- 
posed of  in  sewers,  cesspools  or  vaults. 

(b)  Location  of  Cesspools  or  Vaults. — No  privy  vault,  cesspool,  or 
other  reservoir  into  which  a  privy  vault,  water  closet,  stable  or  sink  is 
drained,  except  it  be  water-tight,  shall  be  permitted  within  one  hundred 
feet  of  any  well,  spring,  or  other  source  of  water  used  for  drinking  or 
culinary  purposes;  nor  shall  any  such  open  into  any  stream,  ditch  or 
drain,  except  common  sewers,  nor  shall  any  such  be  drained  into  an 
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underground  flow  of  water  or  water  stratum  which  is  used  as  a  source 
of  domestic  water  supply.  The  use  of  abandoned  wells  as  cesspools  is 
expressly  prohibited. 

(c)  Drains. — All  drains  carrying  domestic  sewage  containing  human 
or  animal  excreta  passing  within  one  hundred  feet  of  any  source  of 
domestic  water  supply  shall  be  water  tight. 

RULE  VII. 

Nuisances. — Local  and  county  health  officers  are  charged  with  re- 
sponsibility of  ordering  the  abatement  or  removal  of  all  nuisances  detri- 
mental to  the  public  health  and  shall  make  prompt  investigation  of  all 
complaints  as  to  such.  All  orders  for  abatement  or  removal  of  such 
shall  be  written  and  made  in  triplicate,  one  to  be  delivered  to  the  occu- 
pant of  the  premises  on  which  the  nuisance  exists,  one  to  be  forwarded 
to  the  State  Board  of  Health  and  one  to  be  retained  by  the  health  officer. 
The  occupant  of  the  premises  shall  be  held  responsible  for  the  abatement 
of  the  nuisance.  In  the  discretion  of  the  health  officer  a  reasonable 
length  of  time  shall  be  given  for  the  abatement  or  removal  of  the 
nuisance  and  if  not  abated  or  removed  within  the  period  prescribed 
it  is  the  duty  of  the  health  officer  to  require  the  removal  in  the  manner 
specified  by  law.  For  the  guidance  of  health  officers  the  following  defi- 
nitions are  offered: 

(a)  Any  outside  toilet  or  privy,  privy  vault,  cesspool  or  other  place 
used  for  deposit  of  human  excreta  (1)  which  permits  access  to  the  con- 
tents by  animals  (dogs,  chickens,  rodents,  etc.)  (2)  which  permits  access 
to  the  contents  by  flies  or  other  insects,  (3)  which  creates  foul  or  objec- 
tionable odors,  (4)  or  which  is  so  located  as  to  render  the  pollution  of 
domestic  water  supplies  probable  or  dangerous,  is  defined  as  a  common 
or  public  nuisance  dangerous  to  the  public  health. 

(b)  The  collection  of  refuse  matter  in  or  around  the  immediate 
vicinity  of  any  dwelling  or  place  of  business,  such  as  swill,  waste  of 
meat,  fish  or  shells,  bones,  decaying  vegetables,  dead  carcasses,  human 
or  animal  excrement,  or  any  kind  of  offal  or  organic  matter  that  may 
decompose  and  thus  create  an  attraction  or  breeding  place  for  flies,  or 
foul  and  objectionable  odors,  shall  be  considered  a  nuisance  and  such 
refuse  must  be  removed  or  disposed  of  either  by  burial,  burning  or 
otherwise,  and  in  such  manner  as  not  to  be  offensive. 

(c)  Any  pig  pen,  or  barn  or  barn  yard,  which  is  so  located  that  sur- 
face drainage  therefrom  shall  enter  any  well,  cistern,  irrigating  ditch 
or  other  source  of  water  supply  used  for  domestic  purposes,  shall  be  con- 
sidered a  nuisance  dangerous  to  the  public  health.* 

(d)  The  collection  of  manure  in  any  street  or  alley,  of  for  longer 
period  than  one  week  between  May  1st  and  October  1st  of  any  year, 
in  barn  yards  located  in  any  village,  town  or  city,  shall  be  considered  a 
nuisance,  provided  that  manure  may  be  placed  on  any  field  or  garden 
w^here  it  shall  be  plowed  or  spaded  under  and  not  allowed  to  accumu- 
late during  the  summer  months. 

(e)  Any  stable,  shed,  pen  or  other  place  where  horses,  cattle,  hogs, 
sheep  or  other  animals  are  kept  closer  than  twenty  five  feet  to  the 
dwelling  house  of  another,  or  which  is  permitted  to  become  or  remain 
unclean  and  a  source  of  flies  to  the  annoyance  of  immediate  residents, 
shall  be  considered  a  nuisance. 

RULE  vm. 

Rummage  Sales  and  Second-Hand  Clothing.  All  articles  sold  or  of- 
fered for  sale  at  any  "Rummage  Sale"  and  all  second-hand  clothing  must 
be  disinfected  or  thoroughly  cleaned  in  the    manner    prescribed  for 


*(It  is  recommended  that  incorporated  cities  enact  ordinances  forbidding  the  keeping 
of  swine  within  the  city  limits  between  May  1st  and  October  1st  of  any  year.) 
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articles  exposed  to  infection,  before  the  same  can  be  sold  or  offered  for 
sale. 

RULE  IX. 

Public  dance  halls  and  pleasure  resorts  shall  be  provided  with 
separate  adequate  toilet  facilities  for  each  sex,  said  toilets  shall  be  kept 
in  a  clean  and  sanitary  condition  at  all  times. 


PROTECTION  OF  PUBLIC  WATER  SUPPLY. 

Chapter  203  Political  Code  Revised  Codes  of  Montana. 

Section  2641.  State  Board  of  Health  to  Have  Control  of  Public 
Water  Supply. — That  the  State  Board  of  Health  shall  have  the  general 
oversight  and  care  of  all  inland  waters  and  of  all  streams,  lakes  and 
ponds  used  by  any  city,  town  or  public  institution  or  by  any  water  or 
ice  company  in  this  state  as  sources  of  water  supply  for  domestic  use, 
and  of  all  springs,  streams,  and  water  courses  tributary  thereto.  It 
shall  be  provided  with  maps,  plans  and  documents  suitable  for  such 
purposes,  and  shall  keep  records  of  all  its  transactions  relative  thereto. 

Section  2642.  Examination  of  Waters. — That  said  State  Board  of 
Health  may  cause  examination  of  waters  to  be  made  to  ascertain  their 
purity  and  fitness  for  domestic  use  or  their  liability  to  impair  the  in- 
terests of  the  public  or  persons  lawfully  using  them  or  to  imperil  the 
public  health.  It  may  make  rules  and  regulations  to  prevent  pollution 
and  to  secure  the  sanitary  protection  of  all  such  waters  as  are  used  for 
domestic  purposes. 

Section  2643.  Publication  of  Orders,  Rules  and  Regulations. — That 
the  publication  of  an  order,  rule  or  regulation  made  by  the  State  Board 
of  Health  under  the  provisions  of  this  Act  in  a  newspaper  of  the  city 
or  town  in  which  such  order,  rule  or  regulation  is  to  take  effect,  or, 
if  no  newspaper  is  published  in  such  city  or  town,  the  posting  of  a 
copy  of  such  order,  rule  or  regulation  in  a  public  place  in  such  city  or 
town  shall  be  legal  notice  to  all  persons,  and  an  affidavit  of  such  pub- 
lication or  posting  by  the  person  causing  such  notice  to  be  published 
or  posted,  filed  and  recorded,  with  a  copy  of  the  notice,  in  the  office 
of  the  clerk  of  such  city  or  town  shall  be  admitted  as  evidence  of  the 
time  at  which,  and  place  and  manner  in  which,  the  notice  was  given. 

Section  2644.  That  the  State  Board  of  Health  shall  make  and  publish 
in  the  monthly  bulletin  of  that  Board,  rules  and  regulations  for  the 
collection  of  samples  and  analysis  of  water  either  natural  or  treated, 
furnished  by  municipalities,  corporations,  companies,  or  individuals  to 
the  public  and  shall  fix  the  fees  for  such  services  rendered  under  said 
rules  and  regulations  to  cover  the  cost  of  the  service. 

Section  2645.  That  the  fees  collected  by  the  State  Board  of  Health 
under  this  Act  shall  be  turned  over  to  the  State  Treasurer,  who  shall 
place  them  in  the  State  Board  of  Health  Maintenance  Fund  and  as 
much  as  is  necessary  of  this  fund  shall  be  used  for  the  State  Board  of 
Health  water  and  sewerage  laboratory,  and  the  State  Auditor  shall  draw 
his  warrant  for  claims  against  this  fund  after  such  claims  have  been 
approved  by  the  State  Board  of  Examiners,  provided,  however,  that 
this  fund  shall  not  be  expended  except  after  due  appropriation. 

Section  2646.  That  every  corporation,  railway,  common  carrier  com- 
pany, or  individual  that  shall  fail  to  comply  with  the  regulations  pre- 
scribed by  the  State  Board  of  Health  under  this  Act,  shall  be  guilty  of 
a  misdemeanor  and,  upon  conviction  shall  be  fined  not  less  than  fifty 
($50.00)  dollars  nor  more  than  five  hundred  ($500.00)  dollars. 

Section  2647.  Employment  of  Agents  and  Servants. — That  said 
State  Board  of  Health  may  appoint,  employ  and  fix  the  compensation 
of  such  agents,  clerks,  servants,  engineers  and  expert  assistants  as  it 
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considers  necessary.  Such  agents  and  servants  shall  cause  the  provi- 
sions of  law  relative  to  the  pollution  of  water  and  of  the  rules  and 
regulations  of  said  Board  to  be  enforced. 

Section  2648.  Duties  of  the  Board. — That  said  Board  shall  consult 
with  and  advise  the  authorities  of  cities  and  towns  and  persons  having, 
or  about  to  have  systems  of  water  supply,  drainage  and  sewerage  as 
to  the  most  appropriate  source  of  water  supply  and  the  best  method  of 
assuring  its  purity  or  as  to  the  best  method  of  disposing  of  their  drain- 
age or  sewerage  with  reference  to  the  existing  and  future  needs  of 
other  cities,  towns  or  persons  which  may  be  affected  thereby.  It  shall 
also  consult  with  and  advise  all  corporations,  companies  or  persons  en- 
gaged or  intending  to  engage  in  any  manufacturing  or  other  business 
whose  drainage  or  sewerage  may  tend  to  pollute  any  inland  water  as  to 
the  best  method  of  preventing  such  pollution,  and  it  may  conduct  ex- 
periments to  determine  the  best  methods  of  the  purification  or  disposal 
of  drainage  or  sewerage.  Cities,  towns  and  all  other  corporations,  com- 
panies or  persons  shall  submit  to  said  Board  for  its  advise  and  approval 
their  proposed  system  of  water  supply  or  of  the  disposal  of  drainage 
or  sewerage,  and  no  city,  town  or  persons  or  company  shall  proceed  to 
build  or  install  or  enlarge  or  extend  any  system  of  water  supply,  drain- 
age or  sewage  disposal,  without  first  obtaining  the  approval  of  the  State 
Board  of  Health.  In  this  Section  the  term  "drainage"  means  rainfall, 
surface  and  subsoil  water  only,  and  "sewage"  means  domestic  and 
manufacturing  filth  and  waste. 

Section  2649.  Pollution  of  Water  Supply. — That  no  sewerage,  drain- 
age, refuse  or  polluting  matter,  of  such  kind  and  amount  as  either,  of 
itself  or  in  connection  with  other  matter,  will  corrupt,  pollute  or  impair 
the  quality  of  the  water  of  any  spring,  pond,  lake  or  stream  used  as  a 
source  of  water  or  ice  supply  by  a  city,  town  or  public  institution  or 
water  or  ice  company  for  domestic  use,  or  render  it  injurious  to  health, 
and  no  human  excrement,  shall  be  discharged  into  any  such  stream, 
spring,  lake,  pond  or  upon  their  banks  or  into  any  feeders  of  such  spring, 
lake,  pond  or  stream  unless  such  sewerage,  drainage,  refuse  or  polluting 
water  shall  have  been  purified,  so  as  to  render  it  harmless  in  such  a 
manner  and  under  such  conditions  and  restrictions  as  the  State  Board 
of  Health  may  direct. 

Section  2650.  Protection  of  Watersheds. — That  no  municipal  or 
other  public  or  private  corporation  and  no  company  or  person  shall 
hereafter  construct,  build,  establish  or  operate  any  railroad,  logging 
road,  logging  camp,  electric  plant  or  manufacturing  plant  of  any  kind 
upon  or  over  any  watershed  of  any  public  water  supply  system,  unless 
such  corporation,  company  or  person  shall  protect  said  water  supply 
from  pollution  by  such  sanitary  precautions  as  shall  be  approved  by  the 
State  Board  of  Health,  and  any  such  corporation,  company  or  person 
intending  to  construct,  build  or  establish  or  operate  any  railroad,  log- 
ging road,  logging  camp,  electric  plant  or  manufacturing  plant  of  any 
kind  upon  the  watershed  of  any  public  water  supply  system,  shall  furnish 
the  State  Board  of  Health  with  detailed  plans  and  specifications  of  the 
sanitary  precautions  to  be  taken,  which  must  be  approved  by  said  Board. 

Section  2651.  Complaints  and  Investigations. — -That  upon  complaint 
to  the  State  Board  of  Health  of  the  mayor  or  health  officer  of  any  city 
or  town  or  the  managing  board  or  officer  of  any  public  institution  or 
the  president  of  an  ice  company  stating  that  manure,  excrement,  gar- 
bage, sewage  or  any  other  matter  which  pollutes  or  tends  to  pollute  the 
waters  of  any  lake,  pond,  spring,  stream  or  watercourse  used  by  such 
city  or  town,  public  institution  or  company  as  a  source  of  water  supply, 
the  said  Board  shall  cause  a  thorough  investigation  to  be  made  of  such 
alleged  nuisance  or  pollution,  and  if,  in  its  judgment,  the  public  health 
so  requires,  shall  by  order  served  upon  the  party  causing  or  permitting 
such  pollution,  prohibit  the  continuance  of  such  pollution  and  shall 
order  him  to  remove  any  such  cause  of  pollution. 
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Section  2652.  Agents  and  Servants  of  Boards  May  Enter  Building. — 
That  the  agents  and  servants  of  said  Board  may  enter  any  building, 
structure  or  premises  for  the  purpose  of  ascertaining  whether  sources 
of  pollution  or  danger  to  the  water  supply  there  exist,  and  whether 
the  rules,  regulations  and  orders  aforesaid  are  obeyed. 

Section  2653.  Appeals  to  the  District  Court  From  Orders  of  the 
State  Board  of  Health. — That  whoever  is  aggrieved  by  any  order  of  the 
State  Board  of  Health  passed  under  the  provisions  of  this  Act  may  ap- 
peal therefrom  to  the  district  court  of  the  county  in  which  such  order 
shall  be  effective.  But  such  notice  as  the  court  shall  order  shall  also 
be  given  to  the  mayor  of  the  city  or  town  or  president  of  the  water 
company  or  any  other  person  interested  in  such  order.  While  the  ap- 
peal is  pending  the  orders  of  the  State  Board  of  Health  shall  be  com- 
plied with  unless  otherwise  authorized  by  the  State  Board  of  Health. 

Section  2654.  Jurisdiction  of  the  District  Court. — That  the  district 
court  of  any  county  of  the  State  shall  have  jurisdiction  in  equity  upon 
the  application  of  the  State  Board  of  Health  or  any  persons  interested, 
to  enforce  its  orders  or  the  orders,  rules  and  regulations  of  said  Board 
of  Health,  and  to  restrain  the  use  or  occupation  of  the  premises  or  such 
portion  thereof  as  said  Board  may  specify,  on  which  said  material  is 
deposited  or  kept,  or  such  other  cause  of  pollution  exist,  until  the  orders, 
rules  and  regulations  of  said  Board  have  been  complied  with. 

Section  2655.  Establishment  of  Experimental  Stations. — That  in 
order  that  the  State  Board  of  Health  may  at  all  times  be  prepared  to 
give  the  best  advice  to  cities,  towns,  public  institutions  or  private  cor- 
porations relative  to  the  prevention  or  removal  of  pollution  of  water, 
said  Board  is  hereby  authorized  to  establish  and  maintain  an  experi- 
mental station  for  the  purpose  of  studying  the  best  methods  of  pre- 
venting pollution  of  water  and  for  the  purification  of  water  and  for  the 
purification,  disinfection  and  disposal  of  sewage  and  domestic  and 
manufacturing  waste  so  as  to  prevent  pollution  of  water,  and  said 
Board  is  authorized  to  cause  sanitary  methods  and  systems  in  use  out- 
side of  the  State  of  Montana  to  be  investigated  and  studied  with  a  view 
of  ascertaining  their  fitness  for  conditions  in  this  State. 

Section  2656.  Biennial  Reports. — That  the  State  Board  of  Health 
shall  biennially  make  a  report  to  the  Legislature,  through  the  Gov- 
ernor, of  its  doings  for  the  preceding  period,  recommended  measures  for 
the  prevention  of  the  pollution  of  such  waters  and  for  the  removal  of 
polluting  substances  in  order  to  protect  and  develop  the  rights  and 
property  of  the  State  and  municipalities  therein  and  to  protect  the 
public  health,  and  recommend  any  legislation  or  plans  for  systems 
of  main  sewers  necessary  for  the  preservation  of  the  public  health  and 
for  the  purification  and  prevention  of  pollution  of  the  ponds,  lakes, 
springs  and  inland  waters  of  the  State.  It  shall  also  give  notice  to 
the  Attorney  General  of  any  violation  of  law  relative  to  the  pollution 
of  water  supplies  and  inland  waters. 

Section  2657.  Penalties  for  Violation  of  This  Act. — That  whoever 
violates  any  of  the  provisions  of  this  Act  or  any  rule,  regulation  or 
order  of  the  State  Board  of  Health  made  under  the  provisions  of  this 
Act,  shall  be  punished  for  each  offense  by  a  fine  of  not  more  than  one 
thousand  dollars  or  by  imprisonment  for  not  more  than  one  year  or  by 
both  such  fine  and  imprisonment. 
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PART  V. 
CAMP  SANITATION. 
Logging  Camps  and  Other  Industrial  Camps. 


RULE  1.  GENERAL  REGULATIONS. 

(a)  Logging  and  other  industrial  camps  shall  be  established  only 
upon  dry,  well-drained  ground. 

(b)  Fly-proof  toilets  shall  be  provided  for  employes.  Employes 
shall  use  toilets  and  must  not  pollute  the  soil  in  or  about  the  camps. 

(c)  Stables  and  toilets  shall  be  not  less  than  one  hundred  and  fifty 
(150)  feet  distant  from  the  kitchen  or  mess  hall  of  any  camp. 

(d)  All  refuse  from  stables  and  kitchens  shall  be  buried,  burned  or 
removed  from  the  camp  so  that  such  material  will  not  become  a  nuis- 
ance. Neither  camp  refuse  nor  drainage  from  camp  refuse  shall  be  per- 
mitted to  enter  into  or  contaminate  any  stream  of  water. 

(e)  Pure  water  shall  be  provided  for  cooking  and  drinking  pur- 
poses. 

RULE  II.  BUNK  HOUSES. 

(a)  Bunk  houses  shall  be  provided  so  that  there  shall  be  not  less 
than  four  hundred  (400)  cubic  feet  of  air  space  per  man. 

(b)  Each  bunk  house  shall  have  not  less  than  two  (2)  square  feet 
of  window  light  per  man. 

(c)  Bunk  houses  shall  be  properly  ventilated. 

(d)  In  each  bunk  house  where  more  than  eight  men  are  quartered, 
there  shall  be  two  doors,  which  doors  shall  be  located  at  opposite  ends 
of  the  building. 

(e)  One  man  shall  be  provided  for  every  twenty-five  (25)  em- 
ployes, whose  duty  shall  be  to  clean  up  quarters  daily  and  maintain 
them  in  a  clean  and  sanitary  condition. 

(f)  All  blankets  and  all  other  washable  bedding  shall  be  washed 
and  cleansed  not  less  than  once  a  month  and  as  much  oftener  as  it  is 
necessary  to  keep  bedding  reasonably  clean.  Blankets  and  other  wash- 
able bedding  shall  be  washed  after  being  checked  in  by  any  employee 
leaving  camp,  or  before  being  issued  to  a  new  employee. 

(g)  Bunk  houses  used  during  the  fly  season  shall  have  all  outside 
openings  properly  screened. 

RULE  III.  BATH  HOUSE  AND  DRY  HOUSE. 

(a)  Each  logging  camp  or  other  industrial  camp  shall  be  provided 
with  a  bath  house  and  dry  house  with  proper  facilities  so  that  employes 
may  take  a  hot  shower  or  tub  bath,  or  wash  or  dry  any  clothing  that 
they  may  desire  to  clean. 

RULE  IV.  KITCHEN  AND  MESS  HALL. 

(a)  The  kitchen  and  mess  room  of  each  logging  camp  or  other  in- 
dustrial camp  shall  be  maintained  in  a  clean  and  sanitary  condition. 

(b)  All  foodstuffs  shall  be  stored  in  such  manner  that  they  will  be 
properly  protected  from  mice,  insects  or  other  forms  of  contamination. 

(c)  No  kitchen  or  mess  room  shall  be  used  as  a  bedroom  or  for 
sleeping  purposes. 

(d)  All  utensils  used  in  storing,  preparing,  cooking  or  serving  of 
foods,  shall  be  thoroughly  washed  and  cleaned  after  each  use  thereof. 

(e)  When  margarin  is  used  in  cooking  or  served  on  the  table,  a 
placard  stating  that  fact  in  a  plain  and  conspicuous  manner  shall  be 
posted  in  the  mess  room. 
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(f)  If  chicory  is  used  wholly  or  in  part  in  making  a  beverage  that 
is  served  in  place  of  coffee,  a  placard  stating  that  fact  in  a  plain  and 
conspicuous  manner  shall  be  posted  in  the  mess  room. 

(g)  Kitchens  and  mess  rooms  operated  during  the  fly  season  shall 
have  all  outside  openings  properly  screened. 

RULE  V. 

Inspections  and  Reports  on  Logging  Camps  and  Other  Industrial  Camps. 

(a)  On  the  establishment  of  a  logging  camp  or  other  industrial 
camp  and  at  such  other  times  as  the  State  Board  of  Health  may  direct, 
the  county  health  officer  M^ithin  v^hose  jurisdiction  such  camp  is  located, 
shall  make  an  inspection  of  each  camp  and  report  to  the  State  Board  of 
Health  the  sanitary  conditions  found. 

RULE  VI. 

All  contractors  and  other  persons  responsible  for  the  construction, 
control  and  management  of  industrial  camps  shall  use  all  reasonable 
precautions  to  protect  the  persons  in  their  employ  and  the  general 
public  from  infectious,  contagious  or  communicable  disease  and  to  that 
end  shall  follov^  instructions  furnished  by  the  State  Board  of  Health 
through  its  representatives,  the  secretary  and  engineer  of  the  State 
Board  of  Health. 

RULE  VII. 

Duties  of  Health  Officers. — (a)  Every  local  and  county  health  offi- 
cer shall  report  to  the  State  Board  of  Health  on  the  location  of  all  in- 
dustrial or  construction  camps  within  his  jurisdiction  in  the  months  of 
April  and  October  of  each  year. 

(b)  Whenever  a  local  or  county  health  officer  shall  receive  infor- 
mation as  to  the  proposed  location  of  new  camps  within  his  jurisdiction, 
he  shall  notify  the  State  Board  of  Health,  giving  the  location  of  camp 
and  name  and  address  of  parties  responsible  for  said  camp. 

(c)  Whenever  it  shall  be  deemed  necessary  by  the  secretary  or 
engineer  of  the  State  Board  of  Health,  local  and  county  health  officers 
are  required  to  make  investigations  and  shall  report  upon  the  condi- 
tion of  camps  within  their  respective  jurisdictions. 

RULE  VIIL 

(a)  Communicable  Disease  in  Camps. — Whenever  any  communi- 
cable disease  shall  appear  in  any  camp  the  physician  in  charge,  or  in 
the  absence  of  such  physician,  the  contractor,  superintendent  or  fore- 
man of  such  camp  shall  notify  the  local  or  county  health  officer  having 
jurisdiction.  The  health  officer  thus  notified  shall  place  the  patient  or 
patients  in  isolation  and  establish  such  quarantine  measures  as  he  may 
deem  necessary.  In  event  patient  or  patients  cannot  be  removed  to 
proper  detention  hospital,  the  contractor,  superintendent  or  foreman 
shall  furnish  suitable  accommodations  for  proper  care  of  such  patient 
or  patients. 

(b)  Smallpox  in  Camps. — Whenever  smallpox  shall  appear  in  any 
camp  all  persons  in  such  camps  shall  be  deemed  to  be  exposed  to  in- 
fection and  the  Health  Officer  shall  proceed  in  the  same  manner  as 
though  such  camp  were  an  infected  premise  or  house. 

RULE  IX. 

TOURIST  CAMPING  GROUNDS. 

The  object  of  these  regulations  is  to  protect  the  health  of  visitors 
to  Montana.  Co-operation  between  the  management  of  camps  and 
tourists  in  observing  and  complying  with  the  provisions  of  these  regula- 
tions, will  add  to  the  pleasure  of  travel. 
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APPLICATION. 

(a)  The  following  regulations  shall  apply  to  any  city,  county,  city 
and  county,  village,  community,  institution,  person,  firm  or  corporation 
operating,  maintaining  or  offering  for  public  use  within  the  State  of 
Montana  any  tract  of  land  regularly  established  for  camping  either  free 
of  charge  or  by  payment  of  a  fee. 

LOCATION. 

(b)  These  camps  shall  be  located  upon  dry,  well  drained  ground 
and  any  sink  holes  or  pools  of  water  shall  be  drained  and  filled  when  the 
grounds  are  first  established  and  shall  be  kept  drained  during  the  period 
of  use. 

WATER  SUPPLY. 

(c)  Where  a  water  supply  for  cooking  or  drinking  purposes  is  pro- 
vided it  shall  be  of  good  sanitary  quality  and  of  ample  quantity. 

Such  water  supply  shall  be  easily  obtainable  from  its  source  or  from 
faucets  on  a  pipe  distribution  system.  Any  other  water  supply  which 
may  be  available  but  which  is  not  of  good  sanitary  quality,  shall  be 
eliminated,  purified  or  so  posted  as  to  warn  the  people  that  it  is  not 
to  be  used  for  drinking. 

SEWAGE  AND  GARBAGE  DISPOSAL. 

(d)  Fly-tight  privies  or  water-flush  toilets  shall  be  provided  and 
shall  be  maintained  in  a  clean  and  sanitary  condition. 

Separate  toilets  shall  be  provided  for  men  and  women,  one  for  each 
fifty  (50)  persons  or  fraction  thereof. 

These  toilets  shall  be  established  within  reasonable  distances  of  all 
parts  of  the  grounds  and  plainly  indicated  by  signs. 

Supervision  and  equipment  sufficient  to  prevent  littering  of  the 
grounds  with  rubbish,  garbage  or  other  refuse  shall  be  provided. 

Fly-tight  depositories  for  such  materials  shall  be  provided  and  con- 
spicuously located  within  a  reasonable  and  easily  accessible  distance 
from  all  parts  of  the  grounds. 

These  depositories  shall  not  be  permitted  to  become  foul-smelling, 
unsighly,  or  breeding  places  for  flies. 

The  method  of  final  sewage  and  refuse  disposal  utilized  in  con- 
nection with  the  operation  of  any  such  grounds  shall  be  such  as  to  pre- 
vent the  creation  of  a  nuisance. 

HOUSES. 

(e)  Any  cooking  or  shelter  house  which  may  be  maintained  on  the 
grounds  shall  be  kept  in  a  clean  and  sanitary  condition  at  all  times. 

CARETAKER. 

(f)  At  least  one  caretaker  shall  be  employed  by  the  management 
to  visit  the  grounds  regularly  during  the  season  or  period  of  use,  and 
such  caretaker  shall  do  whatever  is  necessary  to  keep  said  grounds  and 
equipment  in  a  clean  and  sanitary  condition. 

RESPONSIBILITY. 

(g)  The  management  of  every  regularly  established  picnic  or 
tourist  camping  ground  shall  assume  full  responsibility  for  maintaining 
in  good  repair  and  condition  all  sanitary  appliances  on  said  grounds, 
and  shall  promptly  bring  such  action  as  is  necessary  to  prosecute  or 
eject  from  said  grounds  any  person  or  persons  that  wilfully  or  malici- 
ously damages  such  appliances,  or  any  person  or  persons  who  fail  to 
comply  with  these  regulations. 

Each  and  every  owner  or  lessee  or  management  of  any  grounds 
established  as  above  stated  shall  be  held  responsible  for  full  compliance 
with  these  regulations. 
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Failure  on  the  part  of  the  management  to  comply  with  the  foregoing 
regulations,  shall  be  deemed  sufficient  cause  for  declaring  the  premises 
a  public  nuisance  under  the  provisions  of  the  law. 

These  regulations  shall  be  kept  posted  by  the  management  in  con- 
spicuous places  on  every  regularly  established  picnicking  and  tourist 
camping  ground. 


PART  VI. 

Rules  and  Regulations  for  the  Supervision  and  Control  of  Ice,  of 
Water  Supplies  and  Systems,  and  of  Sewage  Disposal  Systems  or  Treat- 
ment plants. 


NATURAL  AND  ARTIFICIAL  ICE. 
RULE  I. 

Natural  Ice. — (a)  In  the  production  of  natural  ice,  the  water  used 
shall  be  reasonably  free  from  pollution.  Ice  fields  shall  not  be  located 
on  rivers  or  streams  near  sewer  outlets  or  on  grossly  polluted  ponds. 

(b)  The  depth  of  water  beneath  the  ice  field  shall  be  at  least  three 
feet  at  time  of  harvesting. 

(c)  The  ice  field  shall  not  be  flooded  by  tapping  the  ice  or  flooded 
by  water  from  the  inlet  to  the  ice  field. 

(d)  Only  clear  ice  free  from  foreign  material  shall  be  stored  for 
subsequent  use.  All  snow  ice,  and  parts  which  are  not  perfectly  clear 
shall  be  discarded. 

(e)  The  harvesting  process  shall  be  conducted  under  sanitary  con- 
ditions, and  no  ice  shall  be  stored  which  has  been  contaminated  with 
animal  or  human  excreta. 

RULE  II. 

Artificial  Ice. —  (a)  The  water  from  which  artificial  ice  is  manu- 
factured shall  be  of  satisfactory  sanitary  quality  and  meet  the  standards 
of  the  State  Board  of  Health  governing  public  water  supplies. 

(b)  Ice  plants  shall  be  operated  in  a  cleanly  and  sanitary  manner 
to  the  end  that  safe  ice  shall  be  produced.  Cans  must  be  kept  clean 
and  the  covers  of  cans  shall  likewise  be  properly^  cared  for. 

(c)  Scrapings  from  shoes  and  dust  and  dirt  from  other  sources 
shall  be  prevented  from  reaching  the  water  from  which  ice  is  formed. 

RULE  IIL 

Standard  of  Purity. — (a)  At  the  time  of  sale,  natural  and  artificial 
ice  shall  contain  less  than  one  hundred  bacteria  per  cubic  centimeter 
and  no  organisms  of  the  Bacillus  Coli  type  in  one  cubic  centimeter. 

RULE  IV. 

Care  in  Delivery. — (a)  The  delivery  of  ice  to  the  consumer  shall  be 
done  under  sanitary  conditions.  Cakes  of  ice  shall  not  be  drawn  across 
sidewalks  or  dirty  floors.  Ice  which  is  to  be  used  for  human  consump- 
tion shall  not  be  handled  with  unclean  hands. 

RULE  V. 

Use  of  Unapproved  Ice. — (a)  Natural  or  artificial  ice  which  does 
not  conform  to  standards  set  forth  in  Rules  I,  II,  and  III  shall  not  be 
sold  or  distributed  for  human  consumption,  but  such  ice  may  be  used 
for  cooling  or  refrigeration  purposes  only  whenever  such  use  does  not 
permit  it  to  come  in  direct  contact  with  food  or  drink  meant  for  human 
consumption,  and  in  event  such  ice  is  thus  sold  or  distributed  for  re- 
frigeration purposes  only  the  salesman  or  distributor  shall  notify  the 
buyer  or  consumer  that  it  is  not  safe  for  human  consumption. 
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Preparation  and  Submission  of  Plans  for  Water  Supplies  and  Sew- 
erage Systems. 

RULE  VI. 

Submission  of  Plans. — Plans  shall  be  submitted  to  the  Board  of 
Health  of  the  State  of  Montana  for  examination  at  least  two  weeks 
prior  to  the  date  upon  which  action  by  the  board  is  desired.  From  this, 
it  is  not  to  be  inferred  that  action  by  the  board  will  be  always  taken 
within  the  time  mentioned. 

RULE  VIL 

Information  Required. — (a)  The  plans  for  a  complete  water  supply 
and  water-purification  system  shall  consist  of  the  following  parts:  A 
general  plan  of  the  municipality  or  district,  showing  the  proposed 
system;  detailed  drawings  showing  construction  of  any  special  struc- 
tures in  the  distribution  system;  general  and  detailed  plans  for  the 
water  purification  works,  a  comprehensive  report  upon  the  proposed 
system  by  the  designing  or  consulting  engineer.  This  report  to  be 
typewritten  upon  letter  size  paper  and  the  sheets  firmly  bound  together. 
A  preliminary  report  containing  data  and  information  sufficient  for  the 
complete  understanding  of  the  project  may  be  submitted  to  the  State 
Board  of  Health  for  its  consideration  prior  to  the  submission  of  detailed 
plans. 

(b)  All  plans  shall  be  drawn  to  a  scale  sufficiently  large  to  show 
essential  detail  of  all  parts  and  structures  and  shall  be  of  such  a 
number  of  sheets  as  to  eliminate  the  necessity  of  crowding  any  one 
sheet  as  to  make  it  difficult  to  read  and  study. 

(c)  All  drawings  submitted  shall  be  plainly  and  neatly  executed 
and  may  be  traced  directly  on  tracing  cloth  and  printed  on  transparent 
cloth  or  on  any  of  the  various  papers  which  will  give  distinct  lines.  Each 
sheet  shall  have  legibly  printed  thereon  the  name  of  the  municipality 
or  person  for  whom  the  drawings  are  made,  the  name  of  the  designing 
engineer,  the  date  and  the  scale  and  such  references  in  the  title  as  are 
necessary  for  the  complete  understanding  of  each  drawing. 

RULE  VIIL 

Extension  of  Present  System. — If  the  plans  are  solely  for  the  ex- 
tension of  the  existing  system,  only  such  information  as  is  necessary 
for  the  comprehension  of  the  plans  will  be  required.  This  information 
shall  in  general,  conform  to  the  above  requirements  for  a  complex  sys- 
tem. 

RULE  IX. 

(a)  Application  for  approval.  The  application  for  approval  of 
plans  shall  be  made  by  the  municipal  authorities,  or  persons  for  whom 
the  work  is  done  or  their  authorized  agents. 

(b)  No  deviation  from  the  approved  plans  shall  be  made  unless 
amended  plans  showing  changes  have  been  submitted  for  approval  by 
the  board  (unless  changes  do  not  affect  the  efficiency  or  the  public 
health. 

RULE  X. 

Rules  pertaining  to  plans  for  water  supply  systems  shall  be  ef- 
fective for  sewerage  works. 

RULE  XI. 

Profiles. — (a)  Profiles  of  all  sewers  over  8  inches  in  diameter  and 
of  all  8-inch  sewers  where  gradients  less  than  that  given  below  are 
used,  shall  accompany  the  application  (excepting  in  cases  where  con- 
struction is  to  be  a  continuation  of  a  6-in  pipe  already  laid).  Profiles 
of  all  sewers  must  be  approved  before  they  are  constructed.  Profiles 
of  all  sewer  lines  shall  be  prepared  and  drawn  to  such  a  scale  as  to 
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clearly  show  the  structural  features  of  the  sewer.  For  ordinary  use,  the 
following  scales  are  suggested:  Vertically,  10  ft.  to  1  inch;  horizontically, 
100  ft.  to  li  in.  Both  scales  must  be  clearly  shown  upon  each  sheet. 
Upon  these  profiles  shall  be  shown  all  man-holes,  flush  tanks,  lamp- 
holes,  siphons  and  stream  crossings,  with  elevations  of  stream  bed  and 
normal  water.  Figures  showing  the  size  of  gradients  or  sewers,  surface 
elevations,  sewer  inverts,  etc.,  should  be  shown  with  the  same  frequency 
as  required  for  the  map. 

Grades. — (b)  The  following  gradients  for  sewers  flowing  half  full 
are  suggested  as  minimum  grades  for  ordinary  use  as  with  careful  con- 
struction a  theoretical  velocity  of  approximately  2  feet  per  second  can 
be  obtained: 

Fall  in  ft. 

Size  per  100  ft. 

of  pipe  of  sewer 

8-inch   0.40 

10-inch    0.29 

12-inch    0.22 

15-inch    0.16 

18-inch    0.12 

20-inch    0.10 

24-inch   :   0.08 

The  sewers  should  have  a  capacity  when  flowing  half  full  sufficient 
to  carry  twice  the  future  average  flow  twenty-five  years  hence,  plus 
a  sufficient  allowance  for  ground  water  infiltration.  When  grades  lower 
than  those  given  are  used,  an  explanation  and  reason  for  the  use  of 
such  grade  should  be  included  in  the  engineer's  report.  On  each  sheet 
of  profiles  must  be  given  under  the  title,  an  index  of  the  streets  appear- 
ing on  that  sheet.    Profile  sheets  shall  be  numbered  consecutively. 

RULE  XII. 

Information  Concerning  Disposal  Plant. — With  regard  to  the  dis- 
posal plant,  the  engineer's  report  shall  cover  the  following  subjects: 
(a)  The  method  of  disposal  to  be  adopted  and  a  description  of  the 
units  of  the  system,  (b)  The  rate  of  working  of  each  unit,  (c)  If 
disinfectant  is  to  be  used,  the  name  of  the  disinfecting  substance,  the 
quantity  per  million  gallons  of  sewage  and  the  method  of  application, 
(d)  The  nature  of  the  body  into  which  the  effluent  discharges  with 
particular  reference  to  the  run-off  during  dry  weather,  (e)  The  dis- 
posal of  sludge.  (f)  All  conditions  peculiarly  characteristic  of  the 
locality  and  which  in  any  way  affect  the  design  of  the  system,  (g) 
Special  devices  used  in  connection  with  the  disposal  system,  (h)  Spe- 
cial methods  of  maintenance  or  operation  of  the  system,  (i)  The 
results  expected  from  the  purification  system,  (j)  Explain  any  pro- 
visions for  reserve  units  in  pumping  plants,  pipe  lines,  filters,  etc. 

RULE  XIII. 

Responsibility  of  Operatives. — Municipal  authorities,  water  com- 
pany officials,  or  employees  in  charge  of  pumping  stations  or  water 
plants  furnishing  water  for  domestic  use  where  water  is  subjected  to 
sedimentation,  filtration  or  disinfection,  in  order  to  secure  a  safe  sup- 
ply, shall  not  discontinue  the  use  of  sedimentation  basin,  not  of  the 
filter  bed,  nor  of  the  disinfection,  and  permit  raw,  untreated  water  to 
enter  the  supply  mains,  without  first  giving  due  notice  to  the  local 
health  officer  and  to  the  Secretary  of  the  State  Board  of  Health, 
Helena,  by  telephone,  giving  details  of  such  changes  as  are  made,  and 
the  approximate  time  of  such  changes,  so  that  proper  steps  may  be  taken 
to  safeguard  the  patrons.  A  copy  of  this  rule  shall  be  posted  con- 
spicuously in  every  pump  house,  filtration  plant  or  other  structure 
used  to  house  purification  works. 
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RULE  XIV. 

(a)  A  cross  connection  is  herewith  defined  as  a  physical  arrange- 
ment whereby  a  public  water  supply  system  is  connected  with  another 
water  supply  system,  either  public  or  private,  in  such  a  manner  that  a 
flow  of  water  into  the  public  water  supply  system  from  such  other  water 
supply  system  is  possible. 

(b)  Hereinafter  no  plans  for  the  construction  of  a  public  water 
supply  system  containing  provisions  for  cross  connections  as  defined 
above,  shall  be  approved  by  the  State  Board  of  Health,  providing  that 
the  secondary  supply  is  of  unsatisfactory  quality  and  will  endanger  the 
purity  of  the  public  supply. 

(c)  Beginning  from  the  date  of  the  adoption  of  this  rule,  cities  and 
towns  in  which  there  exist  cross  connections  as  above  defined,  shall 
take  such  steps  as  are  necessary  to  eliminate  cross  connections  by  July 
1,  1927. 


STREAM  PROTECTION. 

RULE  XV. 
HUMAN  EXCREMENT. 

(a)  All  human  excrement  shall  be  disposed  of  into  dry  soil  either 
in  privy  vaults  or  through  treating  tanks  and  distribution  tile. 

(b)  All  privies  shall  be  of  fly- proof  construction,  located  in  well 
drained  land,  pits  or  vaults  to  be  dug  into  dry  soil  on  land  which  is  level 
or  sloping  away  from  the  stream. 

(c)  No  privy  or  distribution  tile  shall  be  within  one  hundred  (100) 
feet  of  the  stream  unless  the  slope  is  decidedly  away  from  the  stream. 

(d)  All  privies  shall  be  kept  in  a  sanitary  condition,  the  privy 
moved  as  frequently  as  deemed  necessary  to  maintain  this  condition. 
When  a  privy  is  moved  the  old  vault  shall  be  treated  with  chloride  of 
lime  applied  abundantly,  and  then  covered  with  earth  and  filled  to  form 
a  mound. 

RULE  XVI. 
REFUSE  FROM  HOUSES. 

(a)  Kitchen  refuse,  slop,  bath  and  laundry  waters  shall  be  dis- 
charged or  carried  away  so  as  to  prevent  such  from  reaching  or  being 
carried  to  the  stream. 

(b)  Garbage  which  is  not  fed  to  stock  shall  be  burned,  buried  in  a 
fly-tight  trench  or  otherwise  disposed  of  so  that  it  will  not  create  a 
nuisance. 

RULE  XVII. 
BARN  YARDS  AND  STOCK  PENS. 

(a)  All  barn  yards  and  stock  pens  shall  be  so  located  or  drained  as 
to  reduce  as  far  as  possible  the  pollution  which  is  liable  to  result  there- 
from. 

(b)  No  stable  manure  or  animal  excrement  shall  be  thrown  directly 
into  or  on  the  immediate  bank  of  the  stream  or  allowed  to  accumulate 
so  as  to  grossly  contaminate  the  water. 

(c)  Provisions  shall  be  made  to  reduce  as  far  as  possible  the  pol- 
lution or  contamination  of  the  stream,  due  to  watering  of  stock. 

RULE  XVIII. 
CAMPS. 

(a)  In  the  case  of  industrial  or  other  camps,  those  precautions  shall 
be  observed  which  are  set  forth  in  regulations  of  the  State  Board  of 
Health  relative  to  the  same. 
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RULE  XIX. 


SUPPLEMENTARY  REGULATIONS. 

(a)  Local  and  county  health  officers  are  empowered  to  supplement 
these  regulations  to  care  for  any  special  local  conditions. 


PART  VII. 

Rules  and  Regulations  Governing  the  Inspection  of  Water  Supplies 
and  the  (Collection  and  Analysis  of  Water  Samples  and  Providing  a 
Schedule  of  Fees  for  Such  Inspection,  Collection  and  Analysis. 

INVESTIGATION  OF  GROUND  WATER  SUPPLIES. 
RULE  I. 

A  field  investigation  of  city  supplies  furnishing  ground  water  shall 
be  made  at  least  once  each  year  by  an  inspector  of  the  State  Board  of 
Health.  A  complete  record  of  the  exact  condition  of  the  environment 
of  each  water  supply  from  the  sanitary  aspect  shall  be  made.  At  the 
same  time  a  laboratory  investigation  shall  be  conducted  by  making 
complete,  chemical,  mineral,  and  bacteriological  examinations  of  prop- 
erly collected  samples  of  water. 

RULE  II. 

Additional  samples  shall  be  collected  at  intervals  as  seem  required 
in  each  case.  These  samples  shall  be  collected  by  local  health  officers, 
water  works  officials,  and  other  persons  authorized  by  the  Secretary  of 
the  State  Board  of  Health.  It  shall  be  the  duty  of  the  officials  so  ap- 
pointed to  take  the  samples  on  the  day  designated.  In  case  there  is  an 
undue  delay  in  collecting  these  samples,  the  collector  shall  notify  the 
State  Board  of  Health,  giving  the  causes.  The  water  laboratory  will 
furnish  the  containers  for  water  samples  and  also  full  directions  for 
sampling. 

RULE  III. 

Reports  on  all  ground  water  supply  investigations  shall  be  prepared 
by  the  laboratory  division.  These  reports  shall  contain  a  record  of  all 
field  and  analytical  data,  together  with  appropriate  recommendations 
and  conclusions.  Reports  shall  be  transmitted  to  the  Secretary  of  the 
State  Board  of  Health  or  to  parties  whom  he  may  designate. 

RULE  IV. 

Investigations  of  proposed  city  water  supplies  shall  be  made  upon 
request  to  the  Secretary  of  the  State  Board  of  Health. 

RULE  V. 

Fees  have  been  fixed  based  upon  the  population  of  the  cities. 


Population 

of  Cities  Fees 

Under     500   $12.50 

500-  1,000    20.00 

1,000-  2,000    25.00 

2^000-  3,000   30.00 

3,000-  5,000    35.00 

5,000-15,000    40.00 

15,000  and  up    50.00 


INVESTIGATION  OF  SURFACE  WATER  SUPPLIES. 
RULE  VI. 

A  field  investigation  of  city  supplies  furnishing  surface  water  shall 
be  made  at  least  once  each  year  and  as  frequent  thereafter  as  seems 
necessary  in  each  case.    A  record  of  the  exact  conditions  of  the  environ- 
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ment  of  each  surface  water  supply  frorm  the  sanitary  aspect  shall  be 
made.  Tests  of  the  operation  of  all  plants  will  be  made  at  the  time 
of  the  field  inspection. 

At  the  same  time,  a  laboratory  investigation  shall  be  conducted  by 
making  appropriate  tests  on  a  series  of  properly  collected  samples  of 
water  taken  to  represent  both  the  raw  water  and  the  tap  or  treated 
water. 

RULE  VII. 

Additional  samples  shall  be  collected  at  intervals  as  seem  required  in 
in  each  case.  These  samples  shall  be  collected  by  local  health  officers, 
water  works  officials  and  other  persons  authorized  by  the  Secretary  of 
the  State  Board  of  Health.  It  shall  be  the  duty  of  the  official  so  ap- 
pointed to  take  the  samples  on  the  day  designated  by  the  water  labora- 
tory. If  it  is  not  possible  to  secure  the  samples  on  the  date  designated, 
the  official  must  notify  the  laboratory  the  date  that  the  samples  will 
be  forwarded.  The  water  laboratory  will  furnish  the  containers  for 
water  samples  and  also  full  directions  for  sampling. 

RULE  VIII. 

Reports  on  all  surface  water  supply  investigations  shall  be  pre- 
pared by  the  laboratory  division.  These  reports  shall  contain  a  record 
of  all  field,  operating  and  analytical  data  together  with  appropriate  re- 
commendations and  conclusions.  Reports  shall  be  re-transmitted  to  the 
Secretary  of  the  State  Board  of  Health,  or  to  parties  whom  he  may 
designate. 

RULE  IX. 

Water  works  officials  shall  be  required  to  keep  all  data  on  the  opera- 
tion of  purification  plants  that  may  be  required  by  the  Board  of  Health 
and  the  date  reported  on  request. 

RULE  X. 

Investigations  of  proposed  city  water  supplies  shall  be  made  upon 
request  to  the  Secretary  of  the  State  Board  of  Health. 

RULE  XI. 

The  fees  authorized  by  this  law  for  services  rendered  under  these 
regulations  for  surface  water  supplies  shall  be  payable  July  1st  of  each 
year  to  the  Treasurer  of  the  State  of  Montana. 

RULE  XII. 

Fees  have  been  fixed  based  upon  the  population  of  cities: 


Population  of  cities  Fees 

Under  1,500   $30.00 

1,500-  3,000    50.00 

3,000-  6,000    90.00 

6,000-10,000   100.00 

10,000  and  above   150.00 


Investigation  of  Water  Supplies  Owned  by  Common  Carriers  and 
Used  for  Supplying  Drinking  Water  on  Passenger  Trains. 

RULE  XIII. 

The  water  supplies  owned  by  common  carriers  and  used  for  supply- 
ing drinking  water  on  passenger  trains  shall  be  investigated  twice  annu- 
ally in  accordance  with  the  usual  practice  of  the  State  Board  of  Health 
as  specified  above,  under  ground  and  surface  water  supplies. 

RULE  XIV. 

The  results  of  these  investigations  shall  be  reported  to  the  Secre- 
tary of  the  State  Board  of  Health,  who  in  turn  shall  report  the  same 
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to  the  proper  railroad  officials,  and  to  the  Surgeon  General  of  the 
United  States  Public  Health  Service. 

RULE  XV. 

The  fees  for  services  rendered  under  these  rules  and  regulations 
shall  be  payable  December  1st  each  year  to  the  State  Treasurer. 

RULE  XVI. 

The  annual  fee  shall  be  $30.00  for  each  water  supply  privately  owned 
and  used  by  a  common  carrier  for  supplying  drinking  water  on  passen- 
ger trains. 

Investigation  of  Water  Offered  for  Sale  in  Bottles  and  Other  Con- 
tainers. 

RULE  XVII. 

^  All  plants  where  water  is  prepared  for  sale  in  bottles  or  other  con- 
tainers for  drinking  and  the  source  of  all  such  water  shall  be  inspected 
at  least  once  each  year. 

At  the  same  time,  laboratory  investigations  shall  be  conducted  by 
making  examinations  of  properly  collected  samples  of  water.  Additional 
samples  shall  be  examined  from  time  to  time  as  may  seem  necessary. 

RULE  XVIII. 

The  operation  of  all  bottling  plants  from  the  sanitary  aspect  must 
be  satisfactory  to  the  State  Board  of  Health.  All  containers  in  which 
water  is  offered  for  sale  must  be  sterilized  before  refilling  and  the 
method  employed  must  be  satisfactory  to  the  State  Board  of  Health. 

RULE  XIX. 

Reports  of  all  investigations  under  this  division  of  the  rules  and 
regulations  shall  be  made  to  the  Secretary  of  the  State  Board  of  Health 
in  the  usual  manner. 

RULE  XX. 

The  fees  for  services  rendered  under  these  rules  and  regulations 
shall  be  payable  to  the  State  Treasurer  on  December  1st,  of  each  year. 

RULE  XXI. 

The  fee  shall  be  $30.00  each  year  for  each  plant  preparing  bottled 
water  for  the  market. 


VITAL  STATISTICS  REGISTRATION  ACT. 

Chapter  195  Political  Code  Revised  Codes  of  Montana,  1921. 
Section  2515.  State  Bureau  of  Vital  Statistics — ^Creation  of. — For 
the  complete  and  proper  registration  of  births  and  deaths  for  legal,  sani- 
tary, and  statistical  purposes,  there  shall  be,  and  hereby  is,  established 
and  created  a  State  Bureau  of  Vital  Statistics,  to  be  under  the  immediate 
superintendence  of  the  secretary  of  the  State  Board  of  Health  of  Mon- 
tana, who  shall  be  the  state  registrar. 

Section  2516.    State  Registrar  to  Make  Rules  and  Regulations. — The 

state  registrar  is  hereby  empowered  to  make,  promulgate,  and  enforce 
such  rules  and  regulations  as  he  may  consider  necessary,  with  the  ap- 
proval of  the  majority  of  the  members  of  the  State  Board  of  Health,  to 
carry  out  the  provisions  of  this  Act. 

Section  2517.  Local  Registrars — Vital  Certificates. — The  health  of- 
ficer of  each  city  or  town  shall  be  the  local  registrar  in  and  for  the  city 
or  town  of  which  he  is  health  officer,  and  he  shall  perform  all  the  duties 
of  local  registrar  as  hereinafter  provided.  And  when  it  may  appear  neces- 
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sary  for  the  convenience  of  the  people  of  any  locality,  the  state  registrar 
is  hereby  authorized,  with  the  approval  of  the  State  Board  of  Health, 
to  appoint  one  or  more  suitable  and  proper  persons  to  act  as  sub-regis- 
trars, who  shall  be  authorized  to  receive  certificates  and  to  issue  burial 
and  removal  permits  in  and  for  such  portions  of  the  county  or  district 
as  may  be  designated  in  their  appointments,  and  they  shall  be  subject 
to  the  same  requirements  and  obligations  as  the  local  registrars  and 
shall  make  returns  directly  to  the  state  registrar,  as  hereinafter  provided. 

And  any  justice  of  the  peace  of  any  township  is  hereby  required  to 
act  as  local  registrar  of  births  and  deaths  for  the  district  in  which  he 
resides  when  called  upon  to  do  so  by  the  state  registrar  of  births  and 
deaths. 

Section  2518.  Local  Registrars  Must  File  Duplicate  Returns  With 
County  Clerk — Duty  of  Clerk. — That  every  local  registrar  and  sub- 
registrar  of  births  and  deaths  provided  for  by  the  preceding  section,  in 
addition  to  sending  to  the  state  registrar  the  returns  required  by  law, 
must  file  duplicate  returns  with  the  county  clerk  in  the  county  in  which 
said  registrars  are  located,  which  returns  so  filed  must  be  entered  by  the 
county  clerk  in  the  respective  registers  of  births  and  deaths  kept  by 
such  officer. 

Section  2519.  Copies  of  Returns  to  Be  Transmitted  to  County  Clerk — 
Fees  for  Copies,  How  Paid.^ — That  all  local  registrars  and  sub-registrars 
in  the  state  of  Montana  must,  within  ninety  days  after  the  passage  and 
approval  of  this  act,  prepare  copies  of  all  the  returns  on  file  in  their 
respective  offices  heretofore  filed  and  entered  in  their  offices,  showing 
record  of  all  births  and  deaths  appearing  in  their  respective  records, 
and  must  send  such  copies  of  such  returns  to  the  county  clerk  of  the 
county  in  which  they  are  resident,  and  shall  receive  as  a  fee  for  pre- 
paring and  sending  such  copies  of  such  records  ten  cents  for  each  of 
such  records,  which  sum  shall  be  paid  by  the  board  of  county  commis- 
sioners on  presentation  of  duly  verified  claim,  showing  the  number  of 
returns  so  certified  and  filed  with  the  county  clerk. 

Section  2520.  Registry  of  Births. — All  Physicians  and  professional 
midwives  must  keep  a  record  of  the  time  of  each  birth  at  which  they 
assist  professionally,  the  sex,  race,  and  color  of  the  child,  and  the  names 
and  residence  of  the  parents,  and  must  promptly  report  such  facts  to 
the  local  registrar. 

Section  2521.  Registry  of  Death. — Physicians  who  attend  deceased 
persons  in  their  last  sickness,  clergymen  who  officiate  at  a  funeral, 
coroners  who  hold  inquests,  sextons  and  undertakers  who  bury  deceased 
persons,  must  each  keep  a  record  of  the  name,  age,  residence,  and  time 
of  death  of  such  person  and  must  promptly  report  such  facts  to  the 
local  registrar. 

Section  2522.  Same. — If  at  any  birth  no  physician  or  midwife  at- 
tends, the  parents  must  make  a  report  to  the  local  registrar. 

Section  2523.  Duties  of  the  County  Clerk. — The  county  clerk  must 
keep  separate  registers,  to  be  known  as  the  "Register  of  Births,"  and 
the  "Register  of  Deaths,"  in  which  the  births  and  deaths  certified  to 
him  must  be  numbered  in  the  order  in  which  they  are  reported  to  him. 
There  must  be  stated  in  each  register,  in  separate  columns,  properly 
headed,  the  various  facts  contained  in  the  certificates,  and  the  name 
and  official  or  clerical  position  of  the  person  making  the  report.  The 
county  clerk  must  carefully  examine  each  report,  and  register  the 
same  birth  or  death  but  once,  although  it  may  be  reported  by  different 
persons. 

Section  2524.  Certified  Copies  of  Records — Fees. — Every  county 
clerk  is  required  to  issue  a  certified  copy  of  a  record  of  birth  or  death 
upon  demand  of  any  such  record  on  file  in  his  office,  and  shall  receive 
on  behalf  of  the  county  as  the  fee  for  such  certified  copy  the  sum  of 
twenty-five  cents. 
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Section  2525.  Registration  of  Births. — All  births  shall  be  registered 
in  the  district  in  which  they  occur  as  hereinafter  provided. 

Section  2526.  Registration  of  Deaths — Burial  Permits. — ^The  body 
of  any  person  whose  death  occurs  in  the  state  shall  not  be  interred,  or 
otherwise  disposed  of,  or  removed  from  or  into  any  registration  district, 
un.til  a  permit  for  burial  or  removal  shall  have  been  properly  issued  b'^'' 
the  registrar  of  the  district  in  which  the  death  occurs.  And  no 
such  burial  or  removal  permit  shall  be  issued  by  any  registrar  until  a 
complete  and  satisfactory  certificate  of  death  has  been  filed  with  him, 
as  hereinafter  provided.  Stillborn  children,  or  those  dead  at  birth,  shall 
be  registered  as  births  and  also  as  deaths,  and  a  certificate  of  both  the 
birth  and  death  shall  be  filed  in  the  usual  manner. 

Section  2527.  Forms  of  Registry  Certificates. — The  forms  of  certi- 
ficates used  in  registering  births  and  deaths  under  this  Act  shall  be  the 
standard  form  recommended  by  the  Bureau  of  the  Census  and  the  Amer- 
ican Public  Health  Association. 

Section  2528.  Certificate  of  Death — Burial  Permit. — The  undertaker 
or  person  acting  as  undertaker,  shall  be  responsible  for  obtaining  and 
filing  the  certificate  of  death  with  the  registrar,  and  securing  a  burial 
permit  prior  to  any  disposition  of  the  body.  He  shall  obtain  the  per- 
sonal and  statistical  particulars  required,  from  the  person  best  qualified 
to  supply  them,  and  present  the  certificate  to  the  attending  physician 
for  the  medical  certificate  of  the  cause  of  death,  and  said  attending 
physician  shall,  upon  such  certificate  coming  to  his  notice,  forthwith, 
and  without  delay,  make  his  certificate  of  the  cause  of  death,  and  said 
undertaker  shall  then  present  the  completed  certificate  to  the  registrar 
to  secure  the  burial  or  removal  permit.  The  undertaker  shall  deliver 
duplicate  burial  permit  to  the  sexton  or  person  in  charge  of  the  place 
of  burial,  before  interring  the  body.  The  medical  certificate  shall  be 
made  and  signed  by  the  attending  physician,  if  any,  last  in  attendance 
on  the  deceased,  who  shall  specify  the  time  in  attendance,  the  time  he 
last  saw  the  deceased  alive,  and  the  hour  of  the  day  at  which  the  death 
occurred.  And  the  cause  of  death,  and  all  other  facts  required,  shall  in 
all  cases  be  stated  in  accordance  with  the  rules  and  regulations  of  the 
state  registrar,  and  if  any  undertaker,  attending  physician,  or  registrar 
shall  fail  to  perform  any  of  the  acts  hereinabove  prescribed,  he  shall  be 
guilty  of  a  misdemeanor. 

Section  2529.  Same. — In  case  of  any  death  occurring  without  med- 
ical attendance,  it  shall  be  the  duty  of  the  undertaker  to  notify  the 
registrar  of  such  death,  and,  when  so  notified,  the  registrar  shall  in- 
form the  local  health  officer  or  coroner,  and  refer  the  case  to  him  for 
immediate  investigation  and  certification  prior  to  issuing  a  burial 
permit. 

Section  2530.  Certificate  of  Birth.— ^The  certificate  of  birth  shall  be 
made  and  filed  by  the  attending  physician  or  midwife  within  ten  days 
after  the  date  of  birth.  And  if  there  is  no  attending  physician  or  mid- 
wife, then  it  shall  be  the  duty  of  the  father  of  the  child,  householder 
or  owner  of  the  premises,  or  the  head  of  the  hospital  or  institution 
in  which  the  birth  occurred,  to  make  and  file  the  certificate  within  ten 
days  after  birth. 

Section  2531.    Duty  of  Sexton  or  Person  in  Charge  of  Cemetery. — 

No  sexton  or  person  in  charge  of  any  cemetery  in  which  interments 
are  made  shall  inter  or  permit  the  interment  of  any  body  unless  it  is 
accompanied  by  a  burial  permit  as  herein  provided.  And  he  shall  in- 
dorse upon  one  of  the  permits  the  date  of  interment,  over  his  signature, 
and  return  all  permits  so  indorsed  to  the  local  registrar  of  his  district 
within  ten  days  from  the  date  of  interment.  He  shall  also  keep  a  rec- 
ord of  all  interments  made  in  the  premises  under  his  charge,  stating 
the  name  of  the  deceased  person,  place  of  death,  date  of  burial,  and 
name  and  address  of  the  undertaker,  which  record  shall  at  all  times 
be  open  to  public  inspection. 
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Section  2532.  Duties  of  State  Registrar. — The  state  registrar  shall 
prepare,  print  and  supply  to  all  registrars  all  blanks  and  forms  used 
in  registration,  recording  and  preserving  the  returns,  or  in  otherwise 
carrying  out  the  purposes  of  this  Act,  and  shall  prepare  and  issue  such 
rules  and  regulations  as  may  be  required  to  secure  the  uniform  observ- 
ance of  its  provisions  and  the  maintenance  of  a  perfect  system  of 
registration.  He  shall  arrange,  bind  and  permanently  preserve  the  cer- 
tificates in  a  systematic  manner,  and  shall  prepare  and  maintain  a  com- 
prehensive and  continuous  card  index  of  all  births  and  deaths  regis- 
tered. He  shall  inform  all  registrars  w^hat  diseases  are  to  be  consid- 
ered as  infectious,  contagious,  or  communicable,  and  dangerous  to  the 
public  health,  as  decided  by  the  State  Board  of  Health,  in  order  that 
when  deaths  occur  from  such  diseases  proper  precautions  may  be  taken 
to  prevent  the  spreading  of  dangerous  diseases.  And  he  shall  annually 
certify  to  the  treasurer  of  the  several  counties  the  number  of  births 
and  deaths  registered,  and  the  names  of  the  local  registrars,  with  the 
amounts  due  each  at  the  rate  fixed  herein. 

Section  2533.  Duties  of  Local  Registrars. — It  shall  be  the  duty  of 
the  local  registrar  or  sub-registrar  to  supply  blank  forms  of  certificates 
to  such  persons  as  require  them.  And  he  shall  carefully  examine  each 
certificate  of  birth  or  death,  when  presented  for  record,  to  see  that  it 
has  been  made  out  in  accordance  with  the  provisions  of  this  Act  and 
the  instructions  of  the  state  registrar,  and  if  any  certificate  of  death  is 
incomplete  or  unsatisfactory,  it  shall  be  his  duty  to  call  attention  to  the 
defects  in  the  return,  and  withhold  issuing  the  burial  permit  until  they 
are  corrected.  If  the  certificate  of  death  is  properly  executed  and  com- 
plete, he  shall  then  issue  a  burial  or  removal  permit  to  the  undertaker; 
provided,  that  in  case  the  death  occurred  from  some  disease  that  is  held 
by  the  State  Board  of  Health  to  be  infectious,  contagious  or  communic- 
able, and  dangerous  to  the  public  health,  no  permit  for  the  removal  or 
other  disposition  of  the  body  shall  be  granted  by  the  registrar  except 
under  the  conditions  prescribed  by  the  state  and  local  boards  of  health. 
If  a  certificate  of  birth  is  incomplete,  he  shall  immediately  notify  the 
informant  and  require  him  to  supply  the  missing  items  if  they  can  be 
obtained.  He  shall  then  number  consecutively  the  certificates  of  births 
and  deaths  in  two  separate  series,  beginning  with  "number  one"  for  the 
first  birth  and  the  first  death  in  the  calendar  year,  and  sign  his  name 
as  registrar  in  attestation  of  the  date  of  filing  in  his  office.  He  shall 
also  make  a  complete  and  accurate  copy  of  each  birth  and  death  certi- 
ficate registered  by  him,  upon  a  form  identical  with  the  original  certi- 
ficate, to  be  filed  and  properly  preserved  in  his  office  as  the  local  record 
of  such  birth  and  death,  in  such  manner  as  directed  by  the  state  reg- 
istrar, and  he  shall,  on  the  fifth  day  of  each  month,  transmit  to  the  state 
registrar,  all  the  original  certificates  registered  by  him  during  the  pre- 
ceding month.  And  if  no  births  or  no  deaths  occur  in  any  month,  he 
shall,  on  the  fifth  day  of  the  following  month,  report  that  fact  to  the 
state  registrar  in  such  manner  as  the  state  registrar  shall  direct. 

Section  2534.  Fees  for  Filing  Certificates  of  Birth. — Each  physician, 
midwife,  father  of  child,  householder,  or  owner  of  premises,  manager 
or  superintendent  of  public  or  private  institution,  or  other  person  act- 
ing as  informant  and  filing  with  the  local  registrar  within  ten  days 
after  the  birth  of  a  child  a  proper  certificate  correctly  and  legiblv  made 
out,  and  containing  all  the  items  required  by  the  provisions  of  this  Act 
and  the  rules  and  regulations  of  the  state  registrar,  shall  be  entitled  to 
receive  the  sum  of  Fifteen  (15)  Cents,  to  be  paid  by  the  treasurer  of 
the  county  upon  certification  by  the  state  registrar.  Only  one  certifi- 
cate shall  be  received  of  the  birth  of  the  same  child,  and  the  order  of 
right  to  file  the  certificate  shall  be  the  same  as  the  order  of  respon- 
sibility for  filing  as  herein  given.  Certificates  in  which  certain  items 
are  missing  shall  not  be  regarded  as  complete  and  shall  not  be  entitled 
to  payment  until  the  missing  items  have  been  supplied.  And  the  state 
registrar  shall  annually  certify  to  the  treasurers  of  the  several  counties 
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the  number  of  births  registered,  with  the  name  of  the  person  register- 
ing them  and  the  amounts  due  each  at  the  rate  fixed  therein. 

Section  2535.    Registration  of  Physicians,  Midwives  and  Undertakers. 

— Every  physician,  midwife,  and  undertaker  shall  without  delay  register 
his  or  her  name,  address  and  occupation  with  the  local  registrar  of  the 
district  in  which  he  or  she  resides,  or  may  hereafter  acquire  residence, 
and  shall  thereupon  be  furnished  by  the  registrar  with  a  copy  of  this 
Act,  and  such  rules  and  regulations  as  may  be  prepared  by  the  State 
Registrar,  relative  to  its  enforcement. 

Section  2536.  Hospital  Record. — All  superintendents  or  managers,  or 
other  persons  in  charge  of  hospitals  or  lying-in  institutions,  public  or 
private,  to  which  persons  resort  for  treatment  of  disease,  confinement, 
or  are  committed  by  process  of  law,  are  hereby  required  to  make  a 
record  of  all  personal  and  statistical  particulars  relative  to  the  inmates 
in  their  institutions  at  the  date  of  the  approval  of  this  Act,  that  are 
required  in  the  form  of  certificate  herein  provided  for,  as  directed  by 
the  State  Registrar.  And  thereafter  such  records  shall  be  made  by 
them,  for  all  future  inmates,  at  the  time  of  admission. 

Section  2537.  Compensation  of  Local  Registrar. — Each  local  reg- 
istrar or  sub-registrar  shall  be  entitled  to  be  paid  the  sum  of  twenty- 
five  (25c)  cents  for  each  birth  and  each  death  certificate  completely 
and  properly  made  out  and  filed  with  him,  to  be  paid  by  the  treasurer 
of  the  county  upon  certification  by  the  State  Registrar.  He  shall  sup- 
ply blank  forms  of  certificate  to  such  persons  as  require  them,  and 
shall  carefully  examine  the  certificates  presented  for  record  and  re- 
quire them  to  be  properly  made  out.  And  shall  keep  such  records  and 
make  such  returns  to  the  state  bureau  as  may  be  required  by  the  rules 
and  regulations  of  the  State  Registrar. 

Section  2538.  Penalties. — That  if  any  attending  physician  shall  re- 
fuse or  neglect  to  make  the  medical  certificate  of  death  herein  re- 
quired of  him,  he  shall  be  guilty  of  a  misdemeanor,  and,  upon  convic- 
tion thereof,  shall  be  punished  by  a  fine  of  not  less  than  ten  dollars  nor 
more  than  fifty  dollars,  or  by  imprisonment  in  the  county  jail  for  not 
less  than  five  days  nor  more  than  twenty-five  days,  or  by  both  such 
fine  and  imprisonment  in  the  discretion  of  the  court.  And  if  any  physi- 
cian shall  wilfully  and  knowingly  make  a  false  certificate  of  the  cause 
of  death  in  any  case,  he  shall  be  guilty  of  a  misdemeanor,  and,  upon 
conviction  thereof,  shall  be  punished  by  a  fine  of  not;  less  than  fifty 
dollars  nor  more  than  two  hundred  dollars,  or  by  imprisonment  in  the 
county  jail  for  not  less  than  twenty-five  days  nor  more  than  one  hun- 
dred days,  or  by  both  such  fine  and  imprisonment  in  the  discretion  of 
the  court. 

And  any  physician  or  midwife,  or  any  other  person  with  responsi- 
bility for  reporting  births,  in  the  order  named  in  Section  2530  of  this 
code,  who  shall  refuse  or  neglect  to  make  out  and  file  the  certificate 
of  birth  herein  required,  shall  be  guilty  of  a  misdemeanor,  and,  upon 
conviction  thereof,  shall  be  fined  not  less  than  five  dollars  nor  more 
than  fifty  dollars  for  each  offense. 

And  any  sexton,  undertaker,  or  other  person  who  shall  inter,  re- 
move 'or  otherwise  dispose  of  the  body  of  any  deceased  person,  without 
the  permit  herein  provided  for,  shall  be  guilty  of  a  misdemeanor,  and, 
upon  conviction  thereof  shall  be  fined  not  less  than  twenty-five  dollars 
nor  more  than  one  hundred  dollars. 

And  any  registrar  or  sub-registrar  who  shall  neglect  or  fail  to  en- 
force the  provisions  of  this  Act  in  his  district,  or  shall  refuse  or  neglect 
to  perform  any  of  the  duties  imposed  upon  him  by  this  Act  or  the 
rules  and  regulations  of  the  State  Registrar,  shall  be  guilty  of  a  mis- 
demeanor, and,  upon  conviction  thereof,  shall  be  fined  not  less  than 
ten  dollars  nor  more  than  one  hundred  dollars. 

And  any  person  or  corporation  who  shall  violate  any  of  the  pro- 


visions  of  this  Act,  or  any  of  the  rules  or  regulations  formulated  there- 
under by  the  State  Registrar,  shall  be  guilty  of  a  misdemeanor,  and, 
upon  conviction  thereof,  shall  be  fined  not  less  than  ten  dollars  nor 
more  than  one  hundred  dollars. 

Section  2539.  Registrars  Charged  With  Duty  of  Enforcing  This  Act. 
— Local  registrars  and  sub-registrars  are  hereby  charged  with  the  strict 
and  thorough  enforcement  of  the  provisions  of  this  Act  in  their  dis- 
tricts, under  the  supervision  of  the  State  Registrar.  And  they  shall 
make  an  immediate  report  to  the  State  Registrar  of  any  violation  of 
this  law  coming  to  their  notice  by  observation,  or  upon  complaint  of  any 
person  or  otherwise.  The  State  Registrar  is  hereby  charged  with  the 
thorough  and  efficient  execution  of  the  provisions  of  this  Act  in  every 
part  of  the  State,  and  with  supervisory  power  over  local  registrars,  to 
the  end,  that  all  requirements  shall  be  uniformly  complied  with.  He 
shall  have  authority  to  investigate  cases  of  irregularity  or  violation  of 
law,  personally  or  by  accredited  representative,  and  all  registrars  shall 
aid  him,  upon  request  in  such  investigations.  When  he  shall  deem  it 
necessary,  he  shall  report  cases  of  violation  of  any  of  the  provisions  of 
this  Act  to  the  prosecuting  attorney  of  the  proper  county,  with  the 
statement  of  the  facts  and  circumstances,  and  when  any  such  case  is 
reported  to  them  by  the  State  Registrar  all  prosecuting  attorneys  or 
officials  acting  in  such  capacity  shall  forthwith  institute  and  promptly 
follow  up  the  necessary  court  proceedings  against  the  parties  responsi- 
ble for  the  alleged  violation  of  law.  And  upon  request  of  the  State 
Registrar  the  attorney  general  shall  likewise  assist  in  the  enforcement 
of  this  Act. 


RULES  AND  REGULATIONS  OF  THE  STATE  BOARD  OF  HEALTH. 

PART  VIII. 


VITAL  STATISTICS  REGULATIONS.* 
RULE  L 

Designation  of  Title  of  the  Vital  Statistics  Law. — The  sections  2515 
to  2539  both  inclusive,  in  Part  III,  Chapter  195,  Revised  Codes  of  Mon- 
tana, 1921,  shall  be  known  and  referred  to  as  the  Vital  Statistics  Reg- 
istration Law. 

RULE  II. 

Local  Registrars  Must  Preserve  Copies  of  Records. — Having  re- 
ceived, numbered  and  signed  a  death  or  a  birth  certificate  the  local 
registrar  shall  make  an  acurate  copy  of  each  certificate  in  a  record 
book  of  deaths,  or  a  record  book  of  births  to  be  supplied  by  the  State 
Board  of  Health;  Provided,  that  where  local  registrars  are  prepared  to 
preserve,  file  and  bind  such  certificates  in  proper  manner,  each  certifi- 
cate of  death  or  birth  received  may  be  copied  upon  forms  identical  with 
the  original  certificates  but  printed  upon  yellow  paper.  Such  record 
books  or  copies  shall  be  preserved  in  such  manner  as  to  be  easily  ac- 
cessible for  reference,  and  at  the  termination  of  his  office  the  local 
registrar  shall  deliver  them  to  his  successor,  or  to  such  person  as  the 
State  Registrar  may  designate. 

RULE  III. 

Certificates  Must  Be  Unfading,  Permanent  and  Legible. — All  birth 


*(Note — Special  detailed  instructions  are  issued  to  local  registrars  at  time  of  ap- 
pointment or  upon  application.  The  regulations  contained  in  Part  VIII  are  only  explana- 
tory or  supplemental  to  the  law.  Local  registrars  should  thoroughly  familiarize  them- 
selves with  both.) 
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and  death  certificates  must  be  plainly  written  in  unfading  black  ink; 
provided  that  birth  certificates  only  may  be  written  with  an  indelible 
lead  pencil  when  ink  is  not  available;  and  provided  also,  that  original 
typevn-itten  certificates  of  deaths  and  births  may  be  submitted  if  all 
signatures  required  thereto  are  written  in  unfading  black  ink,  or,  in 
the  case  of  birth  certificates,  with  an  indelible  lead  pencil.  If  the 
writing  is  so  poor  as  to  be  unintelligible  to  the  local  registrar  it  is 
deemed  not  legible  and  is  not  in  compliance  with  the  laws  of  this  State, 
hence  the  person  making  the  report  should  be  notified  in  the  same  man- 
ner as  though  the  report  were  incomplete  and  the  same  action  taken 
in  case  a  proper  report  is  not  made. 

RULE  IV. 

Fees  for  Birth  Certificates  May  Be  Refused  When. — In  certifying 
fees  for  the  registration  of  births,  no  allowance  shall  be  made  for 
faulty,  incomplete,  or  illegible  certificates  nor  for  any  certificates  writ- 
ten with  any  pencil  unless  it  be  indelible,  nor  for  certificates  filed  more 
than  ten  days  after  the  date  of  birth  of  the  child.  The  order  of  right 
to  file  certificates  of  births  is  the  same  as  the  order  of  responsibility. 

RULE  V. 

No  Reports. — In  case  no  birth,  stillbirth  or  death  is  registered  dur- 
ing a  month,  the  local  registrar  must  make  such  report  to  the  State 
Registrar  on  a  blank  furnished  by  the  State  Board  of  Health. 

RULE  VI. 

Monthly  Statement  of  Returns. — To  facilitate  and  to  insure  proper 
accounting  local  registrars  shall  make  a  monthly  statement  of  returns 
on  or  before  the  5th  of  each  month  on  blank  supplied  by  the  State 
Registrar,  and  shall  retain  carbon  copy  for  his  own  files. 

RULE  VII. 

Certification  of  Accounts. — The  state  registrar  shall  certify  to  the 
treasurer  of  each  county  the  number  of  birth  and  deaths  registered  in 
such  county,  with  the  names  of  the  local  registrars,  physicians,  mid- 
wives  or  others  and  the  amounts  due  them  at  the  rates  specified  in  the 
Vital  Statistics  Registration  Law;  such  certification  to  be  made  ar^- 
nually,  unless  in  the  opinion  of  the  State  Registrar  it  shall  be  desirable 
to  make  them  more  often. 

RULE  VIII. 

Records  of  Institutions. —  (a)  The  records  of  all  hospitals,  alms- 
houses, lying-in  or  other  institutions  shall  contain  the  following  infor- 
mation: Full  name  of  patient;  address;  sex;  color  or  race;  single,  mar- 
ried, widowed  or  divorced;  date  of  birth;  age;  occupation;  birth  place; 
name  of  father;  birthplace  of  father;  maiden  name  of  mother;  birth 
place  of  mother;  disease  at  entrance;  and  date  of  entrance,  discharge  or 
removal,  or  death. 

(b)  The  requirements  of  Section  2536  of  the  Vital  Statistics  Regis- 
tration Law  shall  be  literally  enforced,  and  it  shall  be  the  duty  of  the 
State  Registrar,  or  his  duly  authorized  agents,  to  inspect  the  records  of 
all  hospitals,  almshouses,  lying-in  or  other  institutions,  both  public  and 
private,  as  often  as  in  the  judgment  of  the  State  Registrar  it  may  be 
necessary  so  to  do,  and  such  hospitals,  almshouses,  lying-in  or  other 
institutions  shall  furnish  such  information  or  reports  as  the  State 
Registrar  may  from  time  to  time  require. 

RULE  IX. 

Inspection  of  Records  of  Sextons  and  Undertakers. — Local  registrars 
are  required  to  inspect  and  carefully  check  the  records  of  all  sextons, 
or  persons  in  charge  of  all  burying  grounds  or  other  places  for  the  dis- 
position of  dead  bodies,  and  of  all  undertakers  within  their  registration 
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district,  during  April  and  October  of  each  year,  and  at  such  other  times 
as  may  be  directed  by  the  State  Registrar.  Should  such  inspection 
reveal  or  indicate  any  irregularity  or  violation  of  the  law,  it  shall  be 
the  duty  of  the  local  registrar  to  immediately  notify  the  State  Registrar; 
and  in  addition  thereto,  in  cases  of  violation  of  the  law,  he  shall  at 
once  lay  the  matter  before  the  county  attorney  for  complaint  and 
prosecution,  in  accordance  with  Section  2538  of  the  Vital  Statistics 
Registration  Law. 

RULE  X. 

Definition  of  Undertaker. — Any  person  who  shall  furnish  a  casket, 
coffin  or  box  in  which  to  bury  the  dead  shall  be  deemed  as  acting  as  an 
undertaker,  and  shall  be  held  responsible  for  proper  filing  of  a  certificate 
or  return  of  death  and  for  the  securing  of  a  burial  or  removal  permit. 

RULE  XI. 

Records  of  Casket  Sales  to  Be  Kept. — Every  person,  firm,  or  cor- 
poration selling  a  casket,  coffin  or  box  for  the  burial,  removal  or  other 
disposal  of  the  dead  shall  keep  a  record  showing  the  name  of  the  pur- 
chaser, purchaser's  postoffice  address,  name  of  deceased,  date  of  death, 
and  place  of  death  of  deceased,  and  name  of  attending  physician  or 
coroner,  if  any,  which  record  shall  be  open  to  inspection  of  the  State 
Registrar  at  all  times.  On  or  before  the  fifth  day  of  each  month  the 
person,  firm  or  corporation  selling  such  caskets  shall  report  to  the 
State  Registrar  each  sale  for  the  preceding  month,  on  a  blank  provided 
for  that  purpose;  provided,  however,  that  no  person,  firm  or  corpora- 
tion selling  caskets  to  dealers  or  undertakers  only  shall  be  required  to 
keep  such  record. 

RULE  XII. 

Form  of  Death  Certificate. — The  certificate  of  death  shall  be  made 
on  a  standard  form  as  prescribed  and  in  use  by  the  United  States  Census 
Bureau  and  shall  include  all  of  the  information  required  therein;  and 
the  local  registrar  shall  not  issue  a  burial  or  removal  permit  until  all 
blanks  in  said  certificate  are  properly  and  satisfactorily  filled  out,  and 
all  the  necessary  signatures  obtained  thereto;  and  only  the  blanks  is- 
sued from  the  office  of  the  State  Registrar  shall  be  permitted  to  be 
used  or  accepted  by  local  registrars. 

RULE  XIII. 

Permits  to  Be  Issued'  in  Other  Districts  When. — In  order  that  the 
registration  of  deaths  may  be  carried  out  with  the  least  inconvenience 
to  the  people,  any  registrar  is  authorized  to  issue  a  burial  permit  for 
a  body  when  death  occurred  in  an  adjoining  registration  district,  when 
presented  with  a  properly  made  out  death  certificate.  Any  registrar 
who  shall  issue  a  burial  permit  for  a  body  that  died  in  another  regis- 
tration district  shall  immediately  forward  the  death  certificate  filed 
with  him  to  the  registrar  of  the  district  in  which  the  death  occurred 
and  accompany  such  death  certificate  with  a  statement  that  a  burial 
permit  has  been  issued  by  him.  Registrars  must  respect  the  rights  and 
authorities  of  each  other  and  issue  burial  permits  as  herein  permitted 
only  to  facilitate  the  enforcement  of  the  Vital  Statistics  Registration 
Law. 

RULE  XIV. 

Temporary  Certificate  of  Death. — Where  it  is  necessary  to  obtain 
a  burial  or  removal  permit  before  completion  of  an  inquest,  the  coroner 
may  make  out  a  temporary  certificate  pending  inquest,  which  certifi- 
cate shall,  whenever  practicable,  give  all  the  personal  and  statistical 
particulars  required  by  law  and  the  regulations  of  the  State  Board  of 
Health.  Such  certificates  shall  be  marked  at  the  top:  "For  temporary 
use  only"  and  shall  state  under  the  item  cause  of  death,  "Inquest  pend- 
ing."  Such  temporary  certificates  shall  not  be  considered  a  substitute 
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for  the  permanent  certificate  provided  for  in  Section  2528  of  the  Vital 
Statistics  Registration  Law. 

RULE  XV. 

Deaths  Without  an  Attending  Physician. — In  case  of  any  death  oc- 
curring without  medical  attendance  the  local  registrar  shall  refer  the 
case  to  the  local  health  officer,  provided,  that  when  there  is  no  local 
health  officer  and  when  the  county  health  officer  is  so  situated  as  to 
necessitate  great  delay  in  reaching  him  and  when  the  local  registrar 
is  satisfied  in  his  own  mind  that  there  is  absolutely  no  ground  to 
suspect  that  death  was  caused  by  unlawful  or  suspicious  means,  then 
and  then  only,  may  the  local  registrar  make  a  certificate  of  probable 
cause  of  death,  from  statements  of  relatives  or  other  persons  having 
knowledge  of  the  facts,  and  in  such  event  the  local  registrar  shall  sign 
the  certificate  in  the  space  reserved  for  the  signature  of  the  attending 
physician,  and  shall  write  on  the  face  of  the  certificate  the  words 
"Death  without  medical  attendance."  In  case  the  registrar  is  not  al- 
together satisfied  that  the  death  is  not  due  to  unlawful  or  suspicious 
causes  he  shall  refer  the  case  to  the  coroner  for  investigation  and 
certification. 

RULE  XVI. 

Death  Certificate  Must  Be  Specific. — Every  death  certificate  shall 
state  the  specific  items  of  information  as  to  the  disease,  manner  and 
cause  of  death,  and  if  from  external  causes  or  violence  it  shall  state 
whether  accidental,  suicidal  or  homicidal  and  the  manner  in  which  the 
accident  happened  or  the  suicide  or  homicide  was  committed. 

RULE  XVII. 

Burial  or  Removal  Permit  Must  Be  Refused. — If  upon  examination 
by  the  local  registrar  the  answers  to  any  question  are  found  to  be  in- 
definite and  unsatisfactory  and  the  circumstances  of  the  case  would 
make  it  appear  that  the  questions  can  be  more  fully  and  definitely 
answered,  no  burial  or  removal  permit  shall  be  issued  until  such  infor- 
mation has  been  properly  and  fully  supplied. 

RULE  XVIII. 

Issuance  and  Return  of  Burial  Permits.-— (a)  The  provisions  of  Sec- 
tions 2526  and  2531  of  the  Vital  Statistics  Registration  Law  shall  be 
literally  complied  with. 

(b)  If  there  be  no  sexton  or  other  person  in  charge  of  the  burial 
grounds  then  the  person  acting  as  undertaker  shall  endorse  the  required 
facts  upon  the  burial  permit  and  shall  deliver  it  to  the  registrar  of 
the  district  in  which  interment  is  made  within  ten  (10)  days  from 
date  of  burial. 

(c)  The  local  registrar  shall  forward  with  his  regular  monthly 
return  to  the  State  Registrar  all  burial  permits  returned  to  him  as 
prescribed  by  Sections  2526  and  2531  and  by  the  preceding  paragraphs, 
retaining  stub  copy  for  his  own  file.  If  all  such  returns  have  not  been 
made  to  him  by  the  5th  of  the  month  on  which  the  monthly  return  is 
due,  they  shall  be  made  the  following  month. 

RULE  XIX. 

Imported  Bodies. — When  bodies  are  brought  into  any  registration 
district  by  a  common  carrier,  if  from  points  without  the  State  of  Mon- 
tana, they  must  be  accompanied  by  a  transit  and  removal  permit,  issued 
in  conformity  with  the  laws  and  health  regulations  of  the  state  in  which 
death  occurred.  This  permit  must  be  delivered  to  the  local  registrar 
of  the  district  in  which  the  body  is  to  be  interred,  who  will  issue  a  burial 
permit  in  the  same  way  as  if  death  had  occurred  in  his  district  and  make 
out  a  death  certificate  from  the  transit  permit,  writing  across  the  face 
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of  such  certificate  the  words  "Imported  Case."  If  the  body  is  received 
from  a  point  in  the  State  of  Montana,  the  removal  permit  issued  at  the 
place  of  death  shall  be  sufficient  permit  for  burial  in  any  district  in 
Montana,  and  such  removal  permit  must  be  returned  to  the  registrar 
of  the  district  in  which  the  body  is  buried. 

RULE  XX. 

Local  Registrars  Must  Notify  Health  Officers. — (a)  In  the  case  of 
death  from  a  dangerous,  communicable  disease  occurring  in  a  registra- 
tion district  wherein  the  local  registrar  has  no  jurisdiction  as  health 
officer,  said  local  registrar  shall  immediately  notify  the  health  officer 
having  jurisdiction  of  the  name  and  address  of  the  deceased  person  and 
the  name  of  the  physician  who  attended  the  same,  so  that  all  precau- 
tions regarding  quarantine,  isolation,  conduct  of  public  funerals  and  dis- 
infection of  premises  as  required  by  the  public  health  law  and  regula- 
tions of  the  State  Board  of  Health  may  be  properly  observed. 

(b)  The  provisions  of  paragraph  (a)  shall  apply  in  the  case  of 
deaths  from  the  following  diseases:  Cholera,  (Asiatic),  diphtheria, 
septic  sore  throat,  influenza,  measles  or  German  measles,  epidemic 
Cerebro-spinal  meningitis,  plague,  epidemic  poliomyelitis  (infantile 
paralysis),  scarlet  fever  (scarlatina),  smallpox,  tuberculosis,  typhoid 
fever,  typhus  fever,  and  whooping  cough. 

(c)  Undertakers  are  held  responsible  for  the  strict  observance  of 
the  regulations  of  the  State  Board  of  Health  relative  to  the  burial  of 
bodies  dead  of  communicable  diseases. 

RULE  XXI. 

Disinterment  Permits,  (a)  No  body  after  burial  shall  be  disinter- 
red for  removal  or  transport  unless  a  permit  has  been  obtained  there- 
for from  the  State  Registrar.  [Exception  paragraph  (b).]  Applica- 
tions for  such  permits  shall  be  made  to  the  State  Registrar  and  should 
include  the  following  items  of  information.  1.  Name  of  deceased,  2. 
Where  now  lying  buried,  (cemetery  and  city  or  town  or  county).  3. 
Date  of  death.  4.  Age  at  death.  5.  Cause  of  death.  6.  Method  of 
removal.  (Private  conveyance  or  common  carrier).  7.  Place  of  re- 
interment, (Cemetery  and  City  or  Town  and  State).  8.  Name  and  ad- 
dress of  applicant.  Disinterment  permits  will  be  issued  only  to  em- 
balmers  duly  licensed  under  the  regulations  of  the  State  Board  of 
Health. 

(b)  Local  Health  Officers  may  issue  disinterment  permits  f9r  re- 
moval of  bodies  from  one  cemetery  to  another  within  their  jurisdiction. 

(c)  The  provisions  of  this  rule  shall  not  apply  to  disinterment  of 
bodies  for  purposes  of  establishing  identity,  for  inquest  or  for  removal 
from  one  lot  to  another  within  the  same  cemetery. 

RULE  XXII. 

Form  of  Birth  Certificate. — The  certificate  of  birth  shall  be  made  on 
the  form  as  prescribed  and  in  use  by  the  United  States  Census  Bureau, 
and  shall  include  all  the  information  required  therein,  and  in  addition 
it  shall  contain  an  answer  to  the  inquiry  "What  prophylactic  was  used 
to  prevent  ophthalmia  neonatorum?"  Such  birth  certificates  shall  be 
filled  out  in  a  satisfactory  manner,  and  bear  all  the  signatures  required 
thereto,  and  only  the  blanks  issued  from  the  office  of  the  State 
Registrar  shall  be  permitted  to  be  used  or  accepted  by  local  registrars. 

RULE  XXIII. 

Supplemental  Reports. — In  those  cases  where  the  birth  certificate 
does  not  give  the  name  of  the  living  child,  the  local  registrar  shall 
require  a  supplemental  report  on  blanks  provided  by  the  State  Registrar 
to  be  filed  when  the  child  is  named,  and  no  credit  will  be  given  the  local 
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registrar  until  each  such  supplemental  report  is  filed  and  received  at 
the  office  of  the  State  Registrar. 

RULE  XXIV. 

Birth  Not  Attended  by  Physician. — If  there  should  be  no  physician 
or  midwife  in  attendance  at  any  birth,  the  responsibility  for  reporting 
the  birth  shall  rest  in  the  order  in  which  they  are  named  upon  the 
father,  mother,  householder  or  owner  of  the  premises  or  upon  the  man- 
ager or  superintendent  of  any  public  or  private  institution  in  which  the 
birth  occurred. 

RULE  XXV. 

Procedure  in  Stillbirths. — Birth  certificates  and  burial  or  removal 
permits  shall  be  required  in  the  case  of  stillborn  children  that  have 
passed  the  sixth  month  (or  twenty -fourth  week)  of  gestation.  Certifi- 
cates of  death  for  stillborn  children  shall  not  be  accepted  from  midwives. 
Stillbirths  occurring  without  medical  attendance  shall  be  treated  in  the 
same  manner  as  deaths  occurring  without  medical  attendance. 

RULE  XXVI. 

Local  Registrars  May  Accept  Births  From  Adjoining  Districts. — 

When  a  birth  occurs  in  one  county  and  the  attendant  may  be  from  an- 
other county  the  Local  Registrar  of  the  county  of  which  the  attendant 
is  a  resident  may  accept  the  birth  certificate,  but  must  forward  the 
duplicate  copy  of  the  birth  to  the  Clerk  and  Recorder  of  the  county  in 
which  the  birth  occurred. 


RULES  OF  THE  MONTANA  STATE  BOARD  OF  HEALTH 
FOR  THE  TRANSPORTATION  OF  THE  DEAD. 


These  Rules  having  been  duly  adopted  and  properly  published,  have 
the  force  of  law. 

Rule  1.  The  transportation  of  bodies  dead  of  Smallpox,  Asiatic 
Cholera,  Yellow  Fever,  Typhus  Fever  or  Bubonic  Plague,  is  absolutely 
forbidden. 

Rule  2.  The  bodies  of  those  who  have  died  of  Diphtheria,  (Mem- 
braneous Croup),  Scarlet  Fever,  (Scarlatina,  Scarlet  Rash),  (jlanders, 
Anthrax  or  Leprosy,  shall  not  be  accepted  for  transportation  unless  pre- 
pared for  shipment  by  being  thoroughly  disinfected  by  (a)  arterial  and 
cavity  injection  and  with  an  approved  disinfectant  fluid,  (b)  disinfect- 
ing and  stopping  of  all  orifices  with  absorbent  cotton,  and  (c)  washing 
the  body  with  the  disinfectant,  all  of  which  must  be  done  by  an  em- 
balmer  holding  a  certificate  as  such,  approved  by  the  Montana  State 
Board  of  Health.  After  being  disinfected  as  above,  such  body  shall  be 
completely  wrapped  in  a  sheet  and  bandaged  and  encased  in  an  air- 
tight zinc,  tin,  copper  or  lead  lined  coffin,  or  iron  casket,  all  joints  and 
seams  hermetically  sealed,  and  all  enclosed  in  a  strong,  tight  wooden 
box.  Or,  the  body  being  prepared  for  shipment  by  disinfecting  and 
wrapping  as  above,  may  be  placed  in  a  strong  coffin  or  casket,  and  said 
coffin  or  casket  encased  in  an  air-tight  zinc,  copper  or  tin  case,  all  joints 
and  seams  hermetically  sealed  and  all  enclosed  in  a  strong  outside 
wooden  box. 

Rule  3.  The  bodies  of  those  dead  of  Typhoid  Fever,  Puerperal  Fever, 
Tuberculosis,  Erysipelas,  Spanish  Influenza  and  Measles,  or  other 
dangerous  communicable  diseases  other  than  those  specified  in  Rules  1 
and  2,  may  be  received  for  transportation  when  prepared  for  shipment 
by  filling  cavities  with  an  approved  disinfectant,  washing  the  exterior 
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of  the  body  with  the  same,  stopping  all  orifices  with  an  absorbent  cotton, 
and  all  wrapped  in  a  sheet  and  bandaged  and  encased  in  an  air-tight 
coffin  or  casket,  provided,  that  this  shall  apply  only  to  bodies  which  can 
reach  their  destination  within  forty-eight  hours  from  time  of  death.  In 
all  other  cases  such  bodies  shall  be  prepared  for  transportation  in  con- 
formity with  Rule  2.  But  when  the  body  has  been  prepared  for  ship- 
ment by  being  thoroughly  disinfected  by  an  embalmer  holding  a  certifi- 
cate as  in  Rule  2,  the  air-tight  sealing  may  be  dispensed  with. 

Rule  4.  The  bodies  of  those  dead  of  diseases  that  are  not  contagi- 
ous, infectious  or  communicable,  may  be  received  for  transportation 
when  encased  in  a  sound  coffin  or  casket  and  enclosed  in  a  strong  outside 
wooden  box,  provided  they  reach  their  destination  within  thirty  hours 
from  time  of  death.  If  the  body  cannot  reach  its  destination  within 
thirty  hours  from  time  of  death,  it  must  be  prepared  for  shipment  by 
filling  cavities  with  an  approved  disinfectant,  washing  the  exterior  of 
the  body  with  the  same,  stopping  all  orifices  with  absorbent  cotton  and 
all  wrapped  in  a  sheet  and  bandaged,  and  encased  in  an  air-tight  coffin 
or  casket.  But  when  the  body  has  been  prepared  for  shipment  by  being 
thoroughly  disinfected  by  an  embalmer  holding  a  certificate  as  in  Rule  2, 
the  air-tight  sealing  may  be  dispensed  witk. 

Rule  5.  In  case  of  contagious,  infectious  or  communicable  diseases, 
the  body  must  not  be  accompanied  by  persons  or  articles  which  have 
been  exposed  to  the  infection  of  the  disease,  unless  certified  by  the 
Health  Officer  as  having  been  properly  disinfected.  Before  selling  pas- 
sage tickets  agents  should  carefully  examine  the  transit  permit  and  note 
the  name  of  the  passenger  in  charge,  and  of  any  others  proposing  to 
accompany  the  body,  and  see  that  all  necessary  precautions  have  been 
taken  to  prevent  the  spread  of  the  disease.  The  transit  permit  in  such 
cases  shall  specifically  state  who  is  authorized  by  the  Health  Authorities 
to  accompany  the  remains.  In  all  cases  where  bodies  are  forwarded 
under  Rule  2,  notice  must  be  sent  by  telegraph  to  the  Health  Officer  at 
destination,  advising  the  date  and  train  on  which  the  body  may  be  ex- 
pected. This  notice  must  be  sent  by  or  in  the  name  of  the  Health  Of- 
ficer at  the  initial  point,  and  is  to  enable  the  Health  Officer  at  destina- 
tion to  take  all  necessary  precautions  at  that  point. 

Rule  6.  Every  dead  body  must  be  accompanied  by  a  person  in  charge, 
who  must  be  provided  with  a  passage  ticket  and  also  present  a  full- 
first-class  ticket  marked  "Corpse,"  for  the  transportation  of  the  body, 
and  a  transit  permit  showing  physician's  or  coroner's  certificate,  local 
registrar's  permit  for  removal,  undertaker's  certificate,  name  of  de- 
ceased, date  and  hour  of  death,  age,  place  of  death,  cause  of  death, 
whether  communicable  or  non-communicable,  the  point  to  which  the 
body  is  to  be  shipped,  and  when  death  is  caused  by  any  of  the  diseases 
specified  in  Rule  2,  the  names  of  those  authorized  by  the  Health  Au- 
thorities to  accompany  the  body.  The  transit  permit  must  be  made  in 
duplicate,  and  the  signatures  of  physician  or  coroner,  local  registrar 
and  undertaker  must  be  on  both  the  original  and  duplicate  copies.  The 
undertaker's  certificate  and  paster  of  the  original  shall  be  detached 
from  the  transit  permit  and  securely  fastened  on  the  coffin  box.  The 
physician's  certificate  and  transit  permit  shall  be  handed  to  the  pas- 
senger in  charge  of  the  corpse.  The  whole  duplicate  copy  shall  be  sent 
to  the  official  in  charge  of  the  baggage  department  of  the  initial  line, 
and  by  him  to  the  Secretary  of  the  State  or  Provincial  Board  of  Health 
of  the  State  or  Province  from  which  said  shipment  was  made. 

Rule  7.  When  dead  bodies  are  shipped  by  express,  the  transit 
permit  must  be  made  in  triplicate,  and  the  signature  of  the  physician 
or  coroner,  local  registrar  and  undertaker  must  be  on  all  three  permits. 
Of  these  transit  permits,  one  copy  shall  be  securely  fastened  upon  the 
outside  of  the  box,  one  copy  shall  be  forwarded  by  the  express  agent  to 
the  party  to  whom  the  body  is  shipped,  and  one  copy  shall  be  forwarded 
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by  the  express  agent  to  the  Secretary  of  State  or  Provincial  Board  of 
Health  of  the  State  or  Province  from  which  said  shipment  was  made. 

Rule  8.  Every  disinterred  body,  dead  from  any  disease,  or  cause,  shall 
be  treated  as  infectious  or  dangerous  to  the  public  health  and  shall  not 
be  accepted  for  transportation  unless  said  removal  has  been  approved 
by  the  State  or  Provincial  health  authorities  having  jurisdiction  where 
such  body  is  disinterred,  and  the  consent  of  the  health  authorities  of  the 
locality  to  which  the  corpse  is  consigned  has  first  been  obtained;  and  all 
such  disinterred  remains  shall  be  enclosed  in  a  hermetically  sealed  (sol- 
dered) zinc,  tin  or  copper  lined  coffin  or  box.  Bodies  deposited  in  re- 
ceiving vaults  shall  be  treated  and  considered  the  same  as  buried  bodies. 


CHILD  WELFARE  DIVISION,  STATE  BOARD  OF  HEALTH. 
Chapter  194  Political  Code,  Revised  Codes  of  Montana  1921. 


Section  2503.  That  a  Child  Welfare  Division  be,  and  the  same  is 
hereby  created,  which  shall  be  under  the  direct  supervision  of  the  State 
Board  of  Health. 

Section  2504.  The  duties  of  this  Division  shall  be  to  make  and  en- 
force regulations;  to  carry  on  a  campaign  of  public  health  education  and 
to  take  all  possible  steps  for  the  better  protection  of  the  health  of  the 
children  of  the  State. 

Section  2505.  School  Boards  may  employ  in  their  discretion  regu- 
larly qualified  nurses,  duly  registered  in  the  State  of  Montana,  to  act 
as  school  nurses.  In  sparsely  settled  communities,  two  or  more  School 
Boards  may  unite  and  employ  a  school  nurse,  the  salary  of  such  nurse 
being  paid  pro  rata  according  to  the  assessed  valuation  in  the  school 
districts. 

Section  2506.  County  Commissioners  are  hereby  authorized  at  such 
times  as  they  deem  necessary,  to  employ  regularly  qualified  nurses,  to 
be  known  as  County  Nurses,  for  duties  under  the  Child  Welfare  Division. 

Section  2507.  The  Superintendent  of  Public  Instruction,  and  the 
Secretary  of  the  State  Board  of  Health,  as  soon  as  possible  after  the 
passage  of  this  Act,  shall  meet  and  formulate  rules  and  regulations 
governing  the  work  of  school,  county  and  public  health  nurses,  which 
rules  and  regulations,  when  regularly  passed  by  the  State  Board  of 
Health,  shall  invest  the  said  State  Board  of  Health  with  full  power  of 
supervision  and  regulation  of  said  school  and  county  and  public  health 
nurses. 

Section  2508.  The  State  Board  of  Health,  through  its  Child  Welfare 
Division,  shall  prepare  and  distribute  to  the  school,  county  and  public 
health  nurses  all  necessary  report  blanks. 

Section  2509.  The  Secretary  of  the  State  Board  of  Health,  subject  to 
the  approval  of  said  Board,  shall  employ  such  officers  as  may  be  neces- 
sary to  carry  out  the  provisions  of  this  Act. 

Section  2510.  Nothing  in  this  Act  shall  be  construed  or  operate  so 
as  to  interfere  in  any  way  with  the  exercise  of  the  child's  or  parent's 
religious  belief,  as  to  the  examination  for,  or  in  the  treatment  of,  dis- 
eases; provided,  that  quarantine  regulations  relating  to  contagious  or 
infectious  diseases  are  not  infringed  upon. 
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RULES  AND  REGULATIONS  OF  THE  STATE  BOARD  OF  HEALTH. 

PART  IX. 

Rules  and  Regulations  for  the  Government  and  Supervision  of 
School,  County  and  Public  Health  Nurses. 


RULE  I. 

Any  person  employed  by  the  State  or  by  any  city,  county,  school, 
industrial  or  other  organization,  who  shall  professionally  engage  in 
any  form  of  social  work  in  which  the  health  of  the  Public  is  concerned, 
and  which  shall  include  (a)  the  supervision  of  the  sick,  (b)  the  giving 
of  nursing  care,  instruction  or  advice,  and  (c)  of  advice  as  to  the  pre- 
vention of  illness  or  of  communicable  disease,  shall  be  held  to  be  en- 
gaged in  Public  Health  Nursing:  Provided,  that  this  definition  shall  not 
apply  to  those  engaged  in  the  actual  care  or  supervision  of  the  sick  or 
injured  in  hospitals  or  other  institutions  intended  for  the  care  of  those 
actually  sick  or  injured;  and  provided  also  that  it  shall  not  apply  to 
those  employed  as  health  officers  by  the  State  or  by  any  city  or  county, 
nor  to  physicians  employed  by  any  school,  industrial  concern  or  other 
organization. 

RULE  II. 

No  person  shall  be  approved  as  a  Public  Health  Nurse  in  Montana 
except  such  person  shall  be  a  graduate  of  an  accredited  hospital  train- 
ing school  of  good  standing,  and  shall  have  taken  a  post-graduate  course 
in  Public  Health  Nursing  or  have  had  experience  in  an  approved  field 
of  Public  Health  Nursing  under  careful  supervision,  and  be  eligible  for 
registration  under  the  laws  of  the  State. 

RULE  III. 

On  receiving  appointment,  the  Public  Health  Nurse  shall  immedi- 
ately notify  the  State  Board  of  Health  and  the  local  or  county  health 
officers  having  jurisdiction  within  the  territory  to  which  such  nurse  is 
assigned. 

RULE  IV. 

In  all  work,  the  Public  Health  Nurse  shall  adhere  and  conform  to 
strict  professional  ethics,  and  in  no  case  shall  the  nurse  diagnose  or 
prescribe  without  the  consent  or  advice  of  a  physician,  provided  that 
when  out  of  communication  with  physicians,  temporary  emergency 
measures  may  be  instituted. 

RULE  V. 

(a)  Whenever  any  public  health  nurse  has  reason  to  suspect  or 
believe  the  presence  of  communicable  disease  in  any  person  or  house- 
hold, such  suspicion  or  belief  shall  be  immediately  reported  to  the  local 
or  county  health  officer  having  jurisdiction,  and  in  event  such  suspected 
disease  exists  in  any  pupil  or  in  any  household  from  which  children 
attend  school  in  isolated  communities  where  the  health  officer  cannot 
exercise  immediate  supervision,  the  nurse  shall  also  immediately  notify 
the  principal  or  teacher  of  the  school  where  such  child  or  children  attend. 

(b)  In  the  event  of  epidemics  or  the  undue  prevalence  of  communi- 
cable disease,  it  shall  be  the  duty  of  the  public  health  nurse  to  render 
the  State,  local  or  county  health  authorities,  every  assistance  in  house- 
to-house  investigations,  in  inspection  and  reporting  upon  the  observ- 
ance of  quarantines  or  isolations,  and  in  properly  instructing  quaran- 
tined families  or  households  in  the  care  of  the  sick  and  the  protection 
of  the  well,  in  disseminating  public  information  as  to  the  avoidance  of 
infection,  or  in  such  other  prophylactic  and  suppressive  measures  as  the 
health  authorities  may  direct. 
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RULE  VI. 

It  shall  be  the  duty  of  the  public  health  nurse  to  report  to  the 
proper  authorities  or  organizations,  all  instances  of  insanitation,  bad 
housing,  poverty,  unemployment,  overwork,  violations  of  the  child  labor 
law,  neglected,  ill-treated,  physically  or  suspected  mentally  defective 
children,  and  such  other  conditions  as  might  seem  to  demand  the  inter- 
est or  intervention  of  a  legally  constituted  or  philanthropic  agency. 

RULE  VII. 

All  public  health  nurses  shall  make  monthly  reports  to  the  Child 
Welfare  Division  of  the  State  Board  of  Health  on  blanks  to  be  fur- 
nished by  that  Division,  and  such  other  reports  as  the  division  may 
from  time  to  time  require. 

RULE  VIII. 

(a)  The  school  nurse  shall  be  under  the  direct  supervision  of  the 
superintendent  of  school  or  schools  wherg  she  is  employed  and  in  ad- 
dition to  the  reports  required  by  Rule  VII  shall  furnish  the  superin- 
tendent with  such  reports  as  he  or  she  may  direct. 

RULE  IX. 

When  directed  by  her  superintendent  or  employer,  it  shall  be  the 
duty  of  the  school  nurse  to  make  an  examination  of  the  children  in  the 
school  or  schools  where  she  is  employed  and  to  notify  the  parents  or 
guardians  of  the  children  of  the  physical  defects  and  diseases  from 
which  the  children  appear  to  be  suffering,  and  she  shall  call  upon 
such  parents  or  guardians  and  explain  to  them  the  nature  of  the  defects 
or  disease  from  which  the  children  appear  to  be  suffering  and  in  a 
tactful  way  advise  that  their  family  physician  be  consulted.  The  nurse 
shall  not  advise  the  services  of  any  one  physician  to  the  exclusion  of 
other  physicians.  On  notification  by  the  superintendent  or  teacher 
of  the  absence  from  school  of  any  child  without  a  known  cause,  the 
school  nurse,  shall,  as  soon  as  possible,  visit  the  home  of  such  child, 
and  report  findings  to  proper  authorities. 


VENEREAL  DISEASE  CONTROL  ACT. 
Chapter  198  Political  Code,  Revised  Codes  of  Montana  1921 


Section  2564.  That  syphilis,  gonorrhea,  and  chancroid  hereinafter 
designated  as  venereal  diseases  are  hereby  declared  to  be  contagious, 
infectious,  communicable  and  dangerous  to  the  public  health.  It  shall 
be  unlawful  for  anyone  infected  with  these  diseases  or  any  of  them  to 
expose  another  person  to  infection. 

Section  2565.  Any  physician  or  other  person  who  makes  a  diagnosis 
in,  or  treats,  a  case  of  syphilis,  gonorrhea,  or  chancroid,  and  every 
superintendent  or  manager  of  a  hospital,  dispensary,  or  charitable  or 
penal  institution,  in  which  there  is  a  case  of  venereal  disease,  shall  keep 
a  record  thereof,  which  shall  show  the  name  and  address  or  the  office 
number,  age,  sex,  color  and  occupation  of  the  diseased  person  and  the 
date  of  onset  of  the  disease,  and  the  probable  source  of  infection;  every 
name  entered  in  such  record  shall  be  assigned  a  number  commencing 
with  No.  1  and  continuing  in  numerical  order,  and  shall  report  such  case 
immediately  in  writing  to  the  Local  or  County  Health  Officer  giving  the 
number  assigned  to  such  diseased  person  together  with  the  probable 
source  of  infection;  provided  that  the  name  and  address  shall  not  be 
given  in  such  report,  except  as  hereinafter  specifically  provided.  Said 
report  shall  be  enclosed  in  a  sealed  envelope  and  sent  to  the  Local  or 
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County  Health  Officer  who  shall  report  weekly  on  the  prescribed  form 
to  the  State  Board  of  Health  all  cases  reported  to  him. 

Section  2566.  State,  County  and  Local  Health  Officers,  or  their  au- 
thorized deputies,  within  their  respective  jurisdiction  are  hereby  directed 
and  empowered,  when  in  their  judgment  it  is  necessary  to  protect  the 
public  health,  to  make  examinations  of  persons  reasonably  suspected  of 
being  infected  with  venereal  disease  and  to  detain  such  persons  until 
the  results  of  such  examinations  are  known,  to  require  persons  infected 
with  venereal  disease  to  report  for  treatment  to  a  reputable  physician 
and  to  continue  treatment  until  cured  or  to  submit  to  treatment  pro- 
vided at  public  expense  until  cured,  and  also,  when  in  their  judgment 
it  is  necessary  to  protect  the  public  health,  to  isolate  or  quarantine 
persons  infected  with  venereal  disease.  It  shall  be  the  duty  of  all 
Local,  County  and  State  Health  Officers,  or  their  authorized  deputies, 
within  their  respective  jurisdictions  to  investigate  sources  of  infection 
of  venereal  disease,  to  co-operate  with  the  proper  officials  whose  duty 
it  is  to  enforce  laws  directed  against  prostitution,  and  otherwise  to  use 
every  proper  means  for  the  repression  of  prostitution. 

Section  2567.  The  County  Board  of  Health  of  each  County  shall  pro- 
vide an  isolation  hospital  for  the  care  and  treatment  of  all  persons 
within  the  county  suffering  from  venereal  diseases,  and  shall  make  all 
necessary  rules  and  regulations  for  the  conduct  and  management  thereof. 
Provided,  however,  that  the  County  Board  of  Health  of  any  county  may 
in  its  discretion,  if  no  isolation  hospital  has  been  established  in  such 
county,  contract  for  the  care  and  treatment  of  persons  suffering 
from  said  diseases,  with  any  county  of  the  State  that  maintains  an 
isolation  hospital  for  the  care  and  treatment  of  such  diseases,  or  may 
contract  with  any  private  institution  for  the  care  and  treatment  of  any 
such  patients. 

Section  2568.  Every  person  who  is  committed  to,  detained,  or  treated 
in  such  isolation  hospitals,  and  who  is  financially  able,  shall  be  required 
to  pay  all  expenses  for  care  and  treatment  while  detained  in  such 
hospital,  and  the  County  Board  of  Health  is  authorized  to  maintain  civil 
action,  in  the  name  of  the  County  to  recover  therefor. 

Section  2569.  All  persons  who  shall  be  confined  or  imprisoned  in  any 
state,  county,  or  city  prison  in  the  State  shall  be  examined  for  and  if 
infected,  treated  for  venereal  diseases  by  the  health  authorities  or  their 
deputies.  The  prison  authorities  of  any  state,  county,  or  city  prison  are 
directed  to  make  available  to  the  health  authorities  such  portion  of  any 
state,  county,  or  city  prison  as  may  be  necessary  for  a  clinic  or  hospital 
wherein  all  persons  who  may  be  confined  or  imprisoned  in  any  such 
prison  and  who  are  infected  with  venereal  disease  at  the  time  of  the 
expiration  of  their  terms  of  imprisonment,  and,  in  case  no  other  suitable 
place  for  isolation  or  quarantine  is  available,  such  other  persons  as  may 
be  isolated  or  quarantined  under  the  provisions  of  Section  3,  shall  be 
isolated  and  treated  at  public  expense  until  cured,  or,  in  lieu  of  such 
isolation  any  of  such  persons  may,  in  the  discretion  of  the  Local,  County, 
or  State  Health  Officer,  be  required  to  report  for  treatment  to  a  licensed 
physician,  or  submit  to  treatment  provided  at  public  expense  as  provided 
in  Section  4.  Nothing  herein  contained  shall  be  construed  to  interfere 
with  the  service  of  any  sentence  imposed  by  a  court  as  a  punishment  for 
the  commission  of  crime. 

Section  2570.  Local  and  County  Health  Officers  are  authorized  and 
directed  to  quarantine  persons  who  have,  or  who  after  examination,  are 
reasonably  suspected  of  having  syphilis,  gonorrhea,  or  chancroid,  when- 
ever in  the  opinion  of  said  Local  or  County  Officer,  or  the  State  Board 
of  Health,  or  its  Secretary,  quarantine  is  necessary  for  the  protection  of 
the  public  health.  In  establishing  quarantine  the  health  officer  shall 
designate  and  define  the  limits  of  the  area  in  which  the  person  known 
to  have,  or  reasonably  suspected  of  having  syphilis,  gonorrhea,  or  chan- 
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croid  and  his  or  her  immediate  attendant  are  to  be  quarantined  and  no 
other  person  than  the  attending  physician  shall  enter  or  leave  the  area 
of  quarantine  without  the  permission  of  the  Local  or  County  Health 
Officer.  No  one  but  the  Local,  County  or  State  Health  Officer  shall 
terminate  said  quarantine,  and  this  shall  not  be  done  until  the  diseased 
person  has  become  noninfectious,  as  determined  by  the  Local,  County 
or  State  Health  Officer  or  his  authorized  deputy  through  the  clinical 
examination  and  necessary  laboratory  tests,  or  until  permission  has  been 
given  by  the  State  Board  of  Health  or  its  Secretary. 

Section  2571.  It  shall  be  the  duty  of  every  physician  and  of  every 
other  person  w^ho  examines  or  treats  a  person  having  syphilis,  gonor- 
rhea, or  chancroid,  to  instruct  such  person  in  measures  for  preventing 
the  spread  of  such  diseases,  and  inform  such  person  of  the  necessity  for 
treatment  until  cured,  and  to  hand  such  person  a  copy  of  the  circular 
of  information  obtainable  for  this  purpose  from  the  State  Board  of 
Health. 

Section  2572.  When  a  person  applies  to  a  physician  or  other  person 
for  the  diagnosis  or  treatment  of  syphilis,  gonorrhea,  or  chancroid,  it 
shall  be  the  duty  of  the  physician  or  person  so  consulted  to  inquire  of 
and  ascertain  from  the  person  seeking  such  diagnosis  or  treatment 
whether  such  person  has  theretofore  consulted  with  or  has  been  treated 
by  any  other  physician  or  person  and,  if  so,  to  ascertain  the  name  and 
address  of  the  physician  or  person  last  consulted.  It  shall  be  the  duty 
of  the  applicant  for  diagnosis  or  treatment  to  furnish  this  information, 
and  a  refusal  to  do  so  or  a  falsification  of  the  name  and  address  of  such 
physician  or  person  consulted  by  such  applicant  shall  be  deemed  a  vio- 
lation of  these  regulations.  It  shall  be  the  duty  of  the  physician  or 
other  person  whom  the  applicant  consults  to  notify  the  physician  or 
other  person  last  consulted  of  a  change  of  advisers.  Should  the  phy- 
sician or  person  previously  consulted  fail  to  receive  such  notice  within 
ten  days  after  the  last  date  upon  which  the  patient  was  instructed  by 
him  to  appear,  it  shall  be  the  duty  of  such  physician  or  person  to  report 
to  the  Local  or  County  Health  Officer  the  name  and  address  of  such 
venereally  diseased  person. 

If  an  attending  physician  or  other  person  knows  or  has  good  reason 
to  suspect  that  a  person  having  syphilis,  gonorrhea,  or  chancroid  is  so 
conducting  himself  or  herself  as  to  expose  other  persons  to  infection,  or 
is  about  so  to  conduct  himself  or  herself,  he  shall  notify  the  local  or 
county  health  officer  of  the  name  and  address  of  the  diseased  person 
and  the  essential  facts  in  the  case. 

Section  2573.  No  druggist  or  other  person  not  a  physician  licensed 
under  the  laws  of  the  state  shall  prescribe  or  recommend  to  any  person 
any  drug,  medicines,  or  other  substances  to  be  used  for  the  cure  or 
alleviation  of  gonorrhea,  syphilis,  or  chancroid,  or  shall  compound  any 
drugs  or  medicines  other  than  proprietary  for  said  purpose  from  any 
written  formula  or  order  not  written  for  the  person  for  whom  the  drugs 
or  medicines  are  compounded  and  not  signed  by  a  physician  licensed 
under  the  laws  of  the  state.  All  druggists  are  required  to  keep  a  rec- 
ord of  the  names  and  addresses  of  all  persons  to  whom  proprietary  or 
patent  medicines,  commonly  or  presumably  used  in  the  treatment  of 
venereal  diseases,  are  sold  or  supplied  to,  and  shall  forward  a  report  to 
the  proper  health  officer  at  the  end  of  each  week,  giving  the  names  and 
addresses  of  such  persons  and  the  remedy  sold  in  each  case. 

Sectioin  2574.  Physicians,  health  officers,  and  all  other  persons  are 
prohibited  from  issuing  certificates  of  freedom  from  venereal  disease, 
providing  this  rule  shall  not  prevent  the  issuance  of  necessary  state- 
ments of  freedom  from  infectious  diseases  written  in  such  form  or 
given  under  such  safeguards  that  their  use  in  solicitation  for  sexual 
intercourse  would  be  impossible.  Such  certificates  shall  not  be  used  or 
exhibited  for  solicitation  for  immoral  purposes. 
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Section  2575.  All  information  and  reports  concerning  persons  in- 
fected with  venereal  diseases  shall  be  inaccessible  to  the  public. 

Section  2576.  The  State  Board  of  Health  is  hereby  empowered  and 
directed  to  make  such  rules  and  regulations  as  shall  in  its  judgment 
be  necessary  for  the  carrying  out  of  the  provisions  of  this  Act,  including 
rules  and  regulations  providing  for  the  control  and  treatment  of  persons 
isolated  or  quarantined  under  the  provisions  of  Section  3,  and  such  other 
rules  and  regulations,  not  in  conflict  with  the  provisions  of  this  Act, 
concerning  the  control  of  venereal  diseases,  and  concerning  the  care, 
treatment  and  quarantine  of  persons  infected  therewith,  as  it  may  from 
time  to  time  deem  advisable.  All  such  rules  and  regulations  so  made 
shall  be  of  force  and  binding  upon  all  county  and  municipal  health  offi- 
cers and  other  persons  affected  by  this  Act,  and  shall  have  the  force  and 
effect  of  law. 

Section  2577.  Any  person  who  shall  violate  any  of  the  provisions  of 
this  Act  or  any  lawful  rule  or  regulation  made  by  the  State  Board  of 
Health  pursuant  to  the  authority  herein  granted,  or  who  shall  fail  or 
refuse  to  obey  any  lawful  order  issued  by  the  state,  county  or  local 
health  officer,  pursuant  to  the  authority  granted  in  this  Act,  shall  be 
deemed  guilty  of  a  misdemeanor,  and  shall  be  punished  by  a  fine  of  not 
more  than  $1,000,  or  by  imprisonment  for  not  more  than  a  year  or  by 
both  such  fine  and  imprisonment. 


RULES  AND  REGULATIONS  OF  THE  STATE  BOARD  OF  HEALTH 


PART  X. 

Rules  and  Regulations  for  Venereal  Disease  Control. 
RULE  I. 

Duties  of  Health  and  Peace  Officers. — Whenever  information  shall 
reach  any  local  or  county  health  officer  concerning  the  existence  of  a 
case  of  venereal  disease  which  may  necessitate  action  on  the  part  of 
said  health  officer  under  the  provisions  of  Section  3,  Chapter  106,  Ses- 
sion Laws  of  1919,  said  local  or  county  health  officer  is  hereby  directed 
to  investigate  such  information  received  and  to  take  appropriate  action 
in  each  case  to  protect  the  public  health  by  observing  the  following 
procedure:  ;  i  ■  i  .  i  iWmMi 

(a)  When  a  duly  qualified  physician  reports  a  case  of  venereal 
disease  by  number  and  withholds  the  name  of  the  patient,  it  is  under- 
stood that  the  physician  accepts  responsibility  for  the  conduct  of  the 
patient  and  the  health  officer  shall  transmit  the  report  to  the  State 
Board  of  Health.  Should  information  reach  the  health  officer  through 
channels  other  than  the  physician's  report  that  the  conduct  of  a  patient 
whose  case  has  been  reported  by  number  is  such  as  to  expose  others  to 
infection,  it  is  the  duty  of  the  health  officer  to  take  appropriate  action 
to  protect  the  public  health,  even  though  such  action  should  require  the 
quarantine  of  such  infected  person. 

(b)  When  the  names  and  addresses  of  persons  infected  with  venereal 
disease  are  reported  by  physicians,  the  procedure  adopted  should  be 
such  as  will  extend  every  proper  courtesy  to  the  physician  making  the 
report,  duly  respect  the  confidential  nature  of  the  information,  and 
adequately  protect  the  public  health.  So  long  as  the  health  officer 
believes  that  the  physician  has  always  acted,  and  in  the  particular  case 
is  acting  in  good  faith,  he  should  communicate  with  the  physician  per- 
sonally, if  practicable,  and  get  all  the  information  possible  as  to  the 
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character  of  such  infected  person  and  the  likelihood  that  the  patient's 
conduct  may  be  such  as  might  spread  the  disease  to  others. 

(c)  After  communication  with  the  attending  physician,  if  an  inter- 
view with  the  patient  is  deemed  necessary  a  private  interview  should  be 
sought  at  the  earliest  opportunity.  The  purpose  of  the  interview  should 
be  disclosed  to  no  one  except  the  patient.  The  provisions  of  the  state 
law,  regulations  and  local  ordinance,  if  any  has  been  passed,  should  be 
carefully  explained  so  that  the  patient  may  fully  appreciate  the  powers 
which  the  health  officer  may  exercise  under  such  law,  regulations  or 
ordinance.  If  the  interview  with  the  patient  is  not  sufficient  to  deter 
him  from  exposing  others,  it  is  the  duty  of  the  health  officer,  in  order 
to  protect  the  public  health,  to  institute  quarantine  without  delay. 

(d)  When  the  persons  whose  names  are  reported  are  known  to  be 
prostitutes  or  pimps,  or  to  be  engaged  in  any  way  in  commercialized 
vice,  it  may  be  assumed  that  such  persons  cannot  be  trusted  to  protect 
others  from  exposure  to  infection,  and  it  is  the  duty  of  the  health  officer 
to  take  immediate  steps  to  quarantine  them  without  waiting  to  inter- 
view either  the  physician  or  the  patient. 

(e)  In  all  other  cases  where  quarantine  is  instituted,  the  health 
officer  will  wish  to  satisfy  himself  as  to  the  accuracy  of  the  diagnosis. 
Before  deciding  to  quarantine  a  person  infected  with  venereal  disease, 
the  health  officer  should  study  the  facts  in  the  case  to  determine  the 
best  method  of  handling  the  individual  case.  It  is  not  desired  to  place 
the  expense  of  maintaining  and  treating  such  persons  for  a  considerable 
period  upon  the  public  unless  such  action  is  necessary  to  protect  the 
public  health. 

(f)  Sheriffs,  deputy  sheriffs,  constables,  chiefs  of  police,  jailers, 
and  all  peace  officers  are  hereby  directed  and  empowered  to  detain  and 
immediately  place  in  quarantine  all  persons  arrested  by  them  or  placed 
in  their  custody  charged  with  the  crime  of  pimping  or  prostitution  or 
arrested  under  the  state  vagrancy  law,  and  suspected  of  being  pimps 
or  prostitutes,  until  examined  for  venereal  disease  by  the  health  officer 
having  jurisdiction. 

(g)  The  health  officer  shall  examine  promptly  and  thoroughly,  by 
both  clinical  and  laboratory  methods,  all  persons  referred  by  peace 
officers  as  suspected  of  having  venereal  disease.  Such  examination  shall 
be  made  promptly  but  shall  not  call  for  action  on  the  part  of  the  health 
officer  at  unreasonable  hours  or  in  such  undue  haste  as  may  admit  of 
possible  errors  in  findings.  The  health  officer  shall  take  appropriate 
action  to  protect  the  public  health  in  all  cases  found  to  be  infected. 

(h)  A  circumspect  inquiry  concerning  all  persons  reported  by  drug- 
gists as  having  purchased  drugs  for  the  treatment  of  venereal  disease 
should  be  made  by  the  health  officer  or  his  representative,  to  determine 
if  the  reported  person  is  conducting  himself  or  herself  in  a  manner 
prejudicial  to  the  public  health.  Measures  for  the  treatment  of  quaran- 
tine of  such  individuals  should  be  conditioned  upon  the  results  of  such 
inquiry.  In  all  such  cases,  the  health  officer  should  seek  to  avoid  the 
treatment  of  such  patients  for  pay,  and  any  other  act  which  may  lead 
to  misinterpretation  of  his  motive. 

(i)  In  every  case  of  venereal  disease  wherein  a  person  is  deemed  a 
menace  to  the  public  health,  every  effort  should  be  made  to  have  such 
person  submit  voluntarily  to  an  examination  by  the  health  officer,  but 
when  such  person  refuses  or  neglects  to  thus  voluntarily  submit  to  such 
examination  he  (or  she)  may  be  apprehended  by  a  peace  officer  upon  an 
order  issued  by  the  health  officer  on  form  to  be  supplied  by  the  State 
Board  of  Health.  All  quarantine  measures  for  control  of  venereal 
disease  should  be  carried  out  with  as  little  publicity  as  possible. 

(j)  Information  concerning  the  presence  of  venereal  disease  may 
often  reach  the  health  officer  through  channels  other  than  official. 
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Private  citizens  or  representatives  of  certain  societies  or  civic  organi- 
zations, rnay  report  cases,  and  it  is  the  duty  of  the  health  officer  to 
carefully  investigate  all  cases  so  reported  and  proceed  as  prescribed  in 
paragraph  (i). 

RULE  II. 

Travel  or  Change  of  Residence  by  Persons  Infected  With  Syphilis, 
Gonococcus  Infection  or  Chancroid,  Prohibited  Unless  Authorized  by 
Health  Officer. 

(a)  No  person  infected  with  syphilis,  in  communicable  form,  gon- 
ococcus infection  or  chancroid  who  is  under  detention  or  treatment  by 
order  of  a  local,  county  or  state  health  officer  shall  travel  from  one 
health  jurisdiction  to  another  within  the  state,  or  from  one  community 
to  another  within  the  same  health  jurisdiction  except  upon  a  permit 
in  writing  granted  by  the  local  health  officer  under  whose  jurisdiction 
such  person  resides.  The  permit  shall  state  that,  in  the  opinion  of  the 
health  officer,  the  proposed  travel  is  not  danggj-ous  to  public  health. 
An  applicant  for  a  permit  to  change  residence  from  one  health  juris- 
diction to  another  shall  inform  the  health  officer  to  whom  the  appli- 
cation is  made  as  to  the  intended  place  of  residence,  and  shall  agree 
in  writing  to  report  in  person  to  the  proper  health  officer  within  one 
week  after  arrival  at  the  new  place  of  residence. 

(b)  It  shall  be  the  duty  of  the  health  officer  who  issues  a  permit 
for  change  of  residence  to  another  jurisdiction  to  promptly  notify  the 
health  officer  under  whose  jurisdiction  the  infected  person  proposes  to 
enter,  that  such  a  permit  has  been  issued.  This  notice  shall  contain  the 
name  of  the  infected  person  and  address  to  which  such  person  proposes 
to  move  and  a  copy  of  such  notice  shall  also  be  forwarded  to  the  State 
Board  of  Health. 

(c)  Upon  receiving  such  notice  any  health  officer  shall  ascertain 
and  report  the  arrival  of  such  infected  person  to  the  health  officer  who 
issued  the  permit  for  change  of  residence  and  shall  also  notify  the  State 
Board  of  Health  that  such  change  of  residence  has  taken  place. 

(d)  Each  application  for  a  permit  to  travel  or  change  residence 
must  contain  an  agreement  signed  by  the  applicant  to  continue  treat- 
ments under  the  direction  of  a  legally  licensed  physician  until  per- 
mission to  discontinue  treatment  has  been  received  from  the  health 
officer.  No  health  officer  shall  permit  the  discontinuance  of  treatment 
under  such  conditions  until  the  infected  person  has  become  non-infectious 
according  to  the  standards  fixed  by  the  State  Board  of  Health. 

RULE  III. 

Standards  for  Determining  Non-Infection. — For  the  purposes  of 
quarantine  or  isolation  for  the  protection  of  public  health  the  following 
shall  be  accepted  as  practicable  standards : 

(a)  Cases  of  gonococcus  infection  are  to  be  regarded  as  infectious 
until  at  least  three  successive  smears  taken  not  less  than  five  days 
apart  fail  to  show  gonococcus.  Smears  for  such  examination  must  be 
taken  not  less  than  forty-eight  hours  following  last  local  treatment,  nor 
immediately  following  urination. 

(b)  Cases  of  syphilis  are  to  be  regarded  as  infectious  until  all 
lesions  of  skin  or  mucous  membranes  are  completely  healed.  In  the 
case  of  doubt  as  to  diagnosis  of  such  skin  or  mucous  membranes,  the 
patient  shall  be  held  until  a  laboratory  finding  discloses  a  negative 
Wasserman,  and  in  all  such  findings  the  report  of  the  hygienic  labora- 
tory of  the  State  Board  of  Health  shall  be  regarded  as  final. 

(c)  The  standards  prescribed  in  this  rule  shall  apply  only  for  the 
enforcement  of  Section  3  and  shall  not  contra-indicate  the  reporting  of 
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all  cases  of  venereal  disease,  infectious  or  non-infectious,  as  required  by 
Section  2. 

RULE  IV. 

(a)  Public  Baths  and  Barber  Shops. — No  person  suffering  from 
syphilis,  gonococcus  infection  or  chancroid  shall  apply  for  service,  be 
served  or  employed  in  a  public  bathroom  or  swimming  pool  in  the  State 
and  no  person  suffering  from  syphilis  in  a  communicable  form  shall 
apply  for  service  or  be  served  in  any  barber  shop,  nor  shall  any  person 
suffering  from  syphilis  in  communicable  form,  gonococcus  infection  or 
chancroid  be  employed  or  permitted  to  perform  any  service  in  any  bar- 
ber shop. 

(b)  Occupation  Forbidden  to  Persons  Infected  With  Syphilis,  Gon- 
ococcus Infection  or  Chancroid. — No  person  infected  with  syphilis  in 
communicable  form  shall  engage  in  the  occupation  of  nurse,  nurse-maid, 
domestic,  servant,  barber,  hair-dresser,  chiropodist,  manicure,  bath  at- 
tendant, masseur,  or  any  other  occupation  in  which  syphilitic  infection 
may  be  transmitted  to  others.  No  person  infected  with  syphilis  in  com- 
municable form  or  gonococcus  infection  shall  engage  in  any  occupation 
which  involves  intimate  contact  with  children.  No  person  infected  with 
syphilis  in  communicable  form,  gonococcus  infection  or  chancroid  shall 
engage  in  any  occupation  which  involves  the  preparation,  handling, 
serving  or  dispensing  by  the  infected  person  of  foods,  drugs  or  bever- 
ages intended  for  the  use  of  others. 
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Shall  be  reported   18, 19,  20 

Table  of    18 

Transportation  of   -   36,  37,  38 

Contacts    22 
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Paupers    11, 13 

Peace  officers  must  assist  health  officer    14 

Pellagra    21 

Penalties    11,18,14,15,16,49,63,76 

Permit. 

Burial    61,66,67 

Disinterment    68 

Removal    61,  66,  67 

To  attend  school    27 

To  travel   36,37,77 

Transportation  of  dead    69 

Pertussis  (see  whooping  cough) 
Physicians. 

Duties  regarding  communicable  disease   15 

Instruct  tuberculosis  cases    33 

Penalties    61,63,76 

Report  of  cases    18 

Shall  make  death  certificates    61 

Shall  register   63 

Shall  register  births   62 

Supply  venereal  disease  case  with  instructions   75 

Written  reports  required   20 

Pig  pens   46 

Pink  eye    27 

Plague. 

Defined  as  communicable  disease    11 

Report  by  wire   30 

Report  of  cases   18,  20 

Rules  for   30 

Travel  prohibited   36 

Pneumonia,  report  of  cases   18,  28 

Transportation  of   36 

Poliomyelitis. 

Defined  as  communicable  disease  ..—   11 

Report  of  cases  ..—  18,  20 
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Rules  for    31 

Transportation  requirements    36 

Practitioners  other  than  medical  must  report  communicable 

disease   18 

Premises. 

Defined    22 

Quarantine  of    21 

Prisoners,  diseases    15 

Privies    44,45,46 

Public  buildings. 

Must  have  adequate  toilets    47 

Inspection  and  regulation  of   10 

May  be  declared  a  nuisance    10 

Public  funerals,  prohibited  when    26 

Public  gathering,  prohibited  when    23 

Public  health  nurses  (see  nurses) 

Public  nuisance    10 

Quarantine. 

Cities  and  counties  may,  when   23 

Carriers,  isolation  of    28 

Closing  of  schools    27 

Definition  of  quarantine    27 

Local  or  state   21 

Disinfection  after    22 

Distribution  of  books  enjoined   26 

Doubtful  cases   -.   24 

Duties  teachers  and  parents    26 

Exposed  persons    24 

Funerals  during   26 

General  measures    21  thru  25 

How  established  -   23,24 

Interstate    22 

Laboratory  shall  be  arbiter    24 

Measures    11 

Milk,  sale  prohibited   -   25 

Period  of    25 

Pet  animals  in    25 

Powers  of  state  health  officer  in   23 

Prohibition  of  public  gatherings    23 

Released  by  health  officer    24 

Removal  to  hospital    25 

Special  measures  during    28,  36 

State    22 

Suspicious  cases    23 

Teachers  to  be  notified    26 

Temporary    24 

Termination  of    26 

Rabies. 

Isolation  of    28 

Report  of  cases    18,  20 

Railway  sanitation  (see  common  carriers) 

Registration. 

Births    60,61,69 

Deaths    61 

Fees  for  filing  certificates    60,  61 

Forms  of  certificates    68 

Physicians  and  midwives    63 

Stillbirths    61,69 

Undertakers    63 

Renovation  defined    22 
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Reportable  diseases  (see  communicable  diseases) 

Reports. 

Contents  of   18 

Druggists  must    75 

Householder  must   15, 19,  26,  62 

List  of    15, 18,  20,  60,  62 

Local  registrars  must    60,  62 

Midwives  must   62 

Physicians  must    18,20,62,73 

Practitioners  must    18,  20 

Report  in  writing   ,   20 

Superintendent  of  hospitals  or  institutions    19,  63,  65 

Suspected  cases    19 

Ringworm    27 

Rocky  Mountain  spotted  or  tick  fever. 

Defined  as  communicable  disease    11 

Report  of  cases    18,  20 

Rules  for  ,   32 

Rotheln  (see  (German  measles) 

Rubella  (see  measles) 

Rubeola  (see  measles) 

Rummage  sales    46 

Scabies    27 

Scarlatine  (see  scarlet  fever) 
Scarlet  fever. 

Defined  as  a  communicable  disease   11 

Report  of  cases   18,20 

Rules  for   31 

Transportation  requirements    36 

Scarlet  rash  (see  scarlet  fever) 

Schools. 

Attendance  prohibited  when  26,  27 

Attendance  prohibited  when  not  vaccinated   15,  31 

Certificate  of  Health  Officer  required  when    26.  27 

Closing  of  -  27, 44 

Common  drinking  cup  prohibited    45 

Common  towels  prohibited    45 

"Common  use"  defined    45 

Common  water  container  prohibited    45 

Diseases  excluded    27 

Disinfected  when   27 

Heating    44 

Inspection  of  required    10,  44 

Lighting    44 

Living  quarters    45 

Parents,  duties  of    26 

Plans  for   44 

Prevention  of  disease  taught   17 

Sites  of   44 

Teachers  exclude  suspected  children    26 

Toilet^  and  privies    44 

Tubercular  persons  excluded    33 

Venereal  infection  excluded    27 

Ventilation    44 

Vestibules    45 

Water  supply   44 

Secretary,  State  Board  of  Health. 

Appointment  of    8 

Authorized  to  act  for  Board  when   11 

Duties  of    8,23 
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Shall  be  State  Registrar   58 

Septic  sore  throat. 

Defined  as  communicable  disease   11 

Report  of  cases    18,20 

Rules  for   29 

Transportation  requirements   36 

Sewage. 

Disposal    45,56 

Irrigated  vegetables   45 

Sewage  systems. 

Cross  connections   56 

Disposal  plant    55 

Grades    55 

Plans  to  be  approved    11,  54 

Profile    54 

Sextons   61,  65 

Shaving  brushes    36 

Silver  nitrate    19 

Smallpox. 

Compulsory  vaccination    15, 31 

Defined  as  communicable  disease    11 

Report  of  cases    18,  20 

Rules  for   31 

State  institutions    21 

Transportation  prohibited   36 

Vaccination  of  exposed  persons    32 

Vaccination  of  school  children    15 

Spotted  Fever  (see  Rocky  Mountain  Spotted  Fever) 

Stables  near  dwelling   46 

State  Board  of  Health. 

Appeal  from  orders  of    12,  49 

Appointment  of  members    8 

Compensation  of  members    9 

Contagious  disease    10 

Control  watier  supplies   47 

Corporations  to  furnish  information    10 

Creation  of    8 

Duties  and  powers  of   3,  9,  47 

Inspection  and  regulation  of  public  institutions    10 

Interstate  quarantine    22 

Investigate  water  pollution    48 

License  embalmers    11 

May  appoint  health  officer  when   12 

May  compel  vaccination  when    15 

May  establish  experimental  stations    49 

May  make  regulations    9, 10,  76 

May  quarantine  cities  or  counties    11 

Meetings  of   9 

Organization  of    3, 4 

Pass  on  sewage  systems    11 

Penalties  for  violation  of  rules  or  orders    11, 13 

Police  must  assist   14 

Publication  of  orders    47 

Restriction  of  travelers    10 

Quarantine    11 

Secretary  to  act  in  emergencies    11 

Secretary  (see  Secretary,  State  Board  of  Health) 

Sewage  systems  approved    11 

Shall  make  biennial  report   9,  49 

Supervise  health  officers    9 
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Transportation  of  dead    10,  69 

State  Registrar. 

Duties  of    59 

Make  regulations    59 

Secretary  shall  act  as   59  . 

State  Superintendent  of  Public  Instruction  shall  assist   71 

Still  births    61,  69 

Supplemental  reports    68 

"Susceptibles"  defined    22 

Syphilis  (see  venereal  disease) 

Teachers,  duties    19,26 

Termination  quarantine  defined    22 

Tetanus. 

Defined  as  communicable  disease    18 

Report  of  cases    18,  20 

Requires  isolation    28 

Theaters,  closing  of   23 

Tourist  camps    51,  52,  53 

Application  of  regulations    52 

Caretaker  required    52 

Failure  to  comply  with  regulations    52 

Houses,  cleanliness  required    52 

Location  of  camps  regulated    52 

Responsibility  placed  with  management    52 

Sewage  and  garbage  disposal    52 

Towel,  common  prohibited    45 

Trachoma. 

Defined  as  communicable  disease    18 

Report  of  cases    18,  20 

Rules  for   32 

Transportation 

Of  communicable  disease    36,  37,  38 

Of  the  dead   10,69,70. 

Trichinosis. 

Isolation  required    28 

Report  of*  cases    18,  20 

Tuberculosis. 

Defined  as  communicable  disease    11 

Excluded  from  school   33 

Records  confidential    32 

Report  of  cases    18,  20 

Rules  for   S3 

Sale  of  milk  prohibited    25 

Sputum  examination    33 

Transportation  requirements    36,  38 

Tuleraemia    18 

Typhoid  fever. 

Defined  as  communicable  disease    11 

Report  of  cases    18,  20 

Rules  for   33,  34 

Transportation  requirements   36,  37 

Typhus  fever. 

Defined  as  communicable  disease    18 

Report  of  cases  by  wire   34 

Rules  for    34 

Transportation  prohibited    36 

Undertakers. 

Definition  of    61,66 

Inspection  of  records    65 

Keep  record  of  casket  sales    63 
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Licensing-    11 

Register  with  local  registrar    63 

Return  of  burial  permits    67 

Secure  death  certificates    61 

Vaccination,  required    15,  21 

Variola  (see  smallpox) 

Variloid  (see  smallpox) 

Vegetables,  sewage  irrigated  sale  prohibited   45 

Venereal  disease. 

Advertisement  of  cures  prohibited    16 

Prima  facie  evidence    16 

Barber  shops,  forbidden  in    79 

Cases  reported  by  name   ,   73 

Cases  reported  by  number    73 

Defined  as  communicable  disease    20,  73 

Distribution  of  circulars  prohibited    16 

Druggists  must  report    55 

Duties  of  health  officer   74, 76,  77 

Exclusion  from  school    27 

Information  required  in  reports    73 

Isolation  hospitals   74 

Laboratory  examinations   78 

Occupations  forbidden    79 

Patients  shall  pay  when    74 

Penalties  for  advertising    16 

Penalties  for  violation  of  act    76 

Period  of  quarantine    75,  78 

Permit  to  travel   78 

Pimps    77 

Physicians  to  give  instructions    75 

Peace  officer,  duties    76,  77 

Prohibited  from  school    27 

Prostitutes    77 

Public  baths  forbidden  in    79 

Quarantine   _..  74 

Reciprocal  reports  between  health  officers    75 

Records  confidential    73 

Reports  of  cases   73,  74 

Specimens  to  laboratory    78 

Suspected  cases  aprehended    74 

Travel  prohibited   78 

Vital  Statistics    59  to  71 

Registration  Act    59  to  64 

Bureau  of  Vital  Statistics,  creation  of   59 

Burial  permit    61 

Certificates 

Birth    61 

Certified  conies  of    60 

Death    61 

Fees  for  birth   ,   62 

Registry,  certificate  forms  of    61 

County  clerk,  duties  of    60 

Hospital  records    63 

Penalties  for  violation  of  act   63 

Registrars,  local    59,  64 

Appointment  of   59 

Charged  with  enforcing  act    64 

Compensation  of    63 

Duplicate  records,  must  file    60 

Duplicate  copies,  must  transmit  to  Co.  Clerk   60 
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Duties  of    62 

Registrar,  state    59 

Duties  of   59 

Registration  of 

Births    60 

Deaths    60 

Physicians,  midwives  and  undertakers    63 

Registry  of 

Births,  must  be  kept  by  physicians,  etc   60 

Deaths,  must  be  kept  by  physicians    60 

Sexton,  duties  of  in  regard  to  deaths   61 

Rules  and  regulations  of  State  Board  of  Health   64  to  71 

Certificates. 

Birth,  form  of   -   68 

Death,  form  of   66 

Fees  for  birth  may  be  refused   65 

Legible  and  unfading,  must  be    64 

Specific,  death  certificates  must  be    67 

Temporary,  death    67 

Without  attending  physician  at  death    67 

Caskets,  records  of  sale   66 

Disinterment  permits    68 

Imported  bodies    67 

Records  of  institutions   65 

Registrars,  local. 

Burial  or  removal  permit  must  bei  refused   67 

Certification  of  accounts    65 

Inspection  of  records  of  sextons  and  undertakers   65 

Must  notify  health  officer,  when    68 

Must  keep  copies  of  records    64 

Monthly  statement  to  state  registrar   65 

No  reports    65 

Permits  to  be  issued  to  other  districts    66 

Issuance  and  return  of  burial  permits    65 

Supplemental  reports   68 

Undertaker,  definition  of    66 

Transportation  of  dead   -..  69,  70,  71 

Water  sheds. 

Protection  of   -   47,48 

Dead  animals    16 

Water  supply. 

Agents  and  servants  may  enter  buildings    49 

Appeals  from  Board  of  Health    49 

Approval  of    54 

Barnyards  and  stockpens    56 

Biennial  report  required    49 

Bottled,  fees  for  examination   59 

Certified  for  common  carriers    38,  39 

Complaints  and  investigations    48 

Establishment  of  experimental  stations    49 

Examination  of    47 

Extension  present  system    54 

Fee  for  examination   58,  59 

Ground  water    57 

Investigation  of    58 

Jurisdiction  district  courts    49 

Penalties  for  violation   49 

Plans  and  specifications    54 

Pollution  of    56 

Profiles    54 
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Protection  of  48,49,56 

Publication  of  orders    47 

Refuse  from  houses    56 

Responsibility  of  operatives    55 

State  Board  of  Health  to  control  and  examine    47 

Supply  for  camps  -   52 

Surface   57 

Wells,  abandoned    46 

Whooping  cough. 

Defined  as  communicable  disease    11 

Report  of  cases    18,  20 

Rules  for    35 

Transportation  requirements    36 


